Attachment B to December 1,1998 annual report of Nicotine Yield Rating Information submitted by 
Philip Morris Incorporated to the Massachusetts Department of Public Health 

Cigarette Nicotine Yield Rating Form 

1. Brand _ MARLBORO _ Sub-Brand 100 F HP ULTRA LT 

2. Most Recent Nicotine Level Reported to the FTC 0.5 _ 

3. Total Nicotine Content in Cigarette Tobacco (Milligrams Per Gram) _ 17.34 _ 

4. “pH” of Smoke NOT APPLICABLE Percent Filter Ventilation _ 51_ 

5. “Nicotine Delivery Under Average Smoking Conditions” __ L4_ 

6. Classification _ HIGH _ Number of Puffs _ 13j0_ 

(> 1.2 milligramsrhigh; > 0.2-1.2:moderate; .01-0.2:low; < .Ol:nicotine free) 

7- “pH” _ NOT APPLICABLE _ 

Puff 1 2 3 4 5 6 7 8 9 10 11 12 13 Mean 
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PM3000503109 


Source: https://www.industrydocuments.ucsf.edu/docs/fqbl0001 



Attachment B to December 1, 1998 annual report of Nicotine Yield Rating Information submitted by 
Philip Morris Incorporated to the Massachusetts Department of Public Health 


Cigarette Nicotine Yield Rating Form 

1. Brand _ MARLBORO _ Sub-Brand 100 F HP LT MEN 

2. Most Recent Nicotine Level Reported to the FTC _ 0.7 _ 

3. Total Nicotine Content in Cigarette Tobacco (Milligrams Per Gram) _ 17.44 _ 

4. “pH” of Smoke NOT APPLICABLE Percent Filter Ventilation _ 34 

5. “Nicotine Delivery Under Average Smoking Conditions” _L 5 _ 

6 . Classification _ HIGH _ Number of Puffs _ 1Z6 _ 

(> 1.2 milligrams:high; > 0.2-1.2:moderate; ,01-0.2:low; < .Olmicotine free) 

7- “pH” _ NOT APPLICABLE _ 

Puff 1 2 3 4 5 6 7 8 9 10 II 12 13 Mean 
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PM3000503110 


Source: https://www.industrydocuments.ucsf.edu/docs/fqbl0001 



Attachment B to December 1,1998 annual report of Nicotine Yield Rating Information submitted by 
Philip Morris Incorporated to the Massachusetts Department of Public Health 

Cigarette Nicotine Yield Rating Form 

1. Brand _ MARLBORO _ Sub-Brand _ 100 F HP MEN _ 

2. Most Recent Nicotine Level Reported to the FTC* _ 1.1 _ 

3. Total Nicotine Content in Cigarette Tobacco (Milligrams Per Gram) _ 16.77 _ 

4. “pH” of Smoke NOT APPLICABLE Percent Filter Ventilation _ 5 _ 

5. “Nicotine Delivery Under Average Smoking Conditions” _ Z0 _ 

6 . Classification _ HIGH _ Number of Puffs _ 1L9_ 

(> 1.2 milligrams:high; > 0.2-1.2:moderate; .01-0.2:low; < .01:nicotine free) 

7. “pH” _ NOT APPLICABLE _ 

Puff 1 2 3 4 5 6 7 8 9 10 11 12 13 Mean 

*From 1998 Philip Morris production assessment testing due to brand introduction occurring after 
the 1995 pick up of TITL Market Sample #38. The test results of Market Sample #38 were used by 
the Federal Trade Commission to generate the 1998 FTC report. 
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Source: https://www.industrydocuments.ucsf.edu/docs/fqbl0001 


Attachment B to December 1, 1998 annual report of Nicotine Yield Rating Information submitted by 
Philip Morris Incorporated to the Massachusetts Department of Public Health 


Cigarette Nicotine Yield Rating Form 

1. Brand _ MARLBORO _ Sub-Brand _ 100 F HP LT _ 

2. Most Recent Nicotine Level Reported to the FTC _0j8_ 

3. Total Nicotine Content in Cigarette Tobacco (Milligrams Per Gram) 16.86 _ 

4. “pH” of Smoke NOT APPLICABLE Percent Filter Ventilation _30_ 

5. “Nicotine Delivery Under Average Smoking Conditions” _L8_ 

6 . Classification _ HIGH _ Number of Puffs _13J_ 

(> 1.2 milligrams:high; > 0.2-Immoderate; .01-0.2:low; < .Olmicotine free) 

1- “pH” _ NOT APPLICABLE _ 

Puf f 1 2 3 4 5 6 7 8 9 10 11 12 13 Mean 
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PM3000503112 


Source: https://www.industrydocuments.ucsf.edu/docs/fqbl0001 



Attachment B to December 1, 1998 annual report of Nicotine Yield Rating Information submitted by 
Philip Morris Incorporated to the Massachusetts Department of Public Health 

Cigarette Nicotine Yield Rating Form 

1. Brand _ MARLBORO _ Sub-Brand 100 F HP MEDIUM 

2. Most Recent Nicotine Level Reported to the FTC _ (L9_ 

3. Total Nicotine Content in Cigarette Tobacco (Milligrams Per Gram) _ 17.99 _ 

4. “pH” of Smoke NOT APPLICABLE Percent Filter Ventilation _ 17_ 

5. “Nicotine Delivery Under Average Smoking Conditions” _ L9_ 

6 . Classification _ HIGH _ Number of Puffs _ 123 _ 

(> 1.2 milligrams:high; > 0.2-1.2:moderate; .01-0.2:low; < ,01:nicotine free) 

7. “pH” _ NOT APPLICABLE _ 

Puff 1 2 3 4 5 6 7 8 9 10 11 12 13 Mean 
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PM3000503113 


Source: https://www.industrydocuments.ucsf.edu/docs/fqbl0001 



Attachment B to December 1,1998 a nn ual report of Nicotine Yield Rating Information submitted by 
Philip Morris Incorporated to the Massachusetts Department of Public Health 

Cigarette Nicotine Yield Rating Form 

1. Brand _ MARLBORO _ Sub-Brand 100 F HP (GOLD PKG) 

2. Most Recent Nicotine Level Reported to the FTC _LI_ 

3. Total Nicotine Content in Cigarette Tobacco (Milligrams Per Gram) _ 16.98 _ 

4. “pH” of Smoke NOT APPLICABLE Percent Filter Ventilation _18_ 

5. “Nicotine Delivery Under Average Smoking Conditions” _ 2A _ 

6 . Classification _ HIGH _ Number of Puffs _13d)_ 

(> 1-2 milligrams;high; > 0.2-Immoderate; .01-0.2:low; < .OLnicotine free) 

7. “pH” _ NOT APPLICABLE _ 

Puff 1 2 3 4 5 6 7 8 9 10 11 12 13 Mean 


Page 6 of 168 


PM3000503114 


Source: https://www.industrydocuments.ucsf.edu/docs/fqbl0001 



Attachment B to December 1, 1998 annual report of Nicotine Yield Rating Information submitted by 
Philip Morris Incorporated to the Massachusetts Department of Public Health 


Cigarette Nicotine Yield Rating Form 

1. Brand _ MARLBORO _ Sub-Brand _ 100 F SP LT _ 

2. Most Recent Nicotine Level Reported to the FTC _(K 8 _ 

3. Total Nicotine Content in Cigarette Tobacco (Milligrams Per Gram) 17.90 

4. “pH” of Smoke NOT APPLICABLE Percent Filter Ventilation _ 30 

5. “Nicotine Delivery Under Average Smoking Conditions” _L7_ 

6 . Classification _ HIGH _ Number of Puffs _LLO_ 

(> 1.2 milligrams:high; > 0.2-Immoderate; .01-0.2:low; < .Olmicotine free) 

7 “PH” _ NOT APPLICABLE _ 

Puff 1 2 3 4 5 6 7 8 9 10 11 12 13 Mean 
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Source: https://www.industrydocuments.ucsf.edu/docs/fqbl0001 



Attachment B to December 1,1998 annual report of Nicotine Yield Rating Information submitted by 
Philip Morris Incorporated to the Massachusetts Department of Public Health 

Cigarette Nicotine Yield Rating Form 

1. Brand _ MARLBORO _ Sub- Brand 100 F SP LT MEN 

2 . Most Recent Nicotine Level Reported to the FTC* _(L8_ 

3. Total Nicotine Content in Cigarette Tobacco (Milligrams Per Gram) _ 16.98 _ 

4. “pH” of Smoke NOT APPLICABLE Percent Filter Ventilation 39 

5. “Nicotine Delivery Under Average Smoking Conditions” _ L6_ 

6 . Classification _ HIGH _ Number of Puffs _ 13J _ 

(> 1.2 milligrams:high; > 0.2-1.2:moderate; .01-0.2:low; < .Olmicotine free) 

7. “pH” _ NOT APPLICABLE _ 

Puff 1 2 3 4 5 6 7 8 9 10 11 12 13 Mean 

* From 1998 Philip Morris production assessment testing due to brand introduction occurring after 
the 1995 pick up of TITL Market Sample #38. The test results of Market Sample #38 were used by 
the Federal Trade Commission to generate the 1998 FTC report 
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Attachment B to December 1, 1998 annual report of Nicotine Yield Rating Information submitted by 
Philip Morris Incorporated to the Massachusetts Department of Public Health 


Cigarette Nicotine Yield Rating Form 

1. Brand _ MARLBORO _ Sub-Brand 100 F SP MEDIUM 

2. Most Recent Nicotine Level Reported to the FTC 0.9 

3. Total Nicotine Content in Cigarette Tobacco (Milligrams Per Gram) 16.80 _ 

4. “pH” of Smoke NOT APPLICABLE Percent Filter Ventilation _ 26_ 

5. “Nicotine Delivery Under Average Smoking Conditions” _ 2d) _ 

6 . Classification _ HIGH _ Number of Puffs _13J_ 

(> 1.2 milligrams:high; > 0 . 2 - 1 . 2 :moderate; . 01 - 0 . 2 :low; < . 01 :nicotine free) 

7. “pH” _ NOT APPLICABLE _ 

p uff 1 2 3 4 5 6 7 8 9 10 11 12 13 Mean 
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Source: https://www.industrydocuments.ucsf.edu/docs/fqbl0001 


Attachment B to December 1, 1998 annual report of Nicotine Yield Rating Information submitted by 
Philip Morris Incorporated to the Massachusetts Department of Public Health 


Cigarette Nicotine Yield Rating Form 

1. Brand _ MARLBORO _ Sub-Brand 100 F SP (GOLD PKG) 

2. Most Recent Nicotine Level Reported to the FTC _ j.i _ 

3. Total Nicotine Content in Cigarette Tobacco (Milligrams Per Gram) _ 18.14 _ 

4. “pH” of Smoke NOT APPLICABLE Percent Filter Ventilation 14 

5. “Nicotine Delivery Under Average Smoking Conditions” 2.1 

6 . Classification _ HIGH _ Number of Puffs _1^6_ 

(> 1.2 milligrams.’high; > 0.2-1.2;moderate; .01-0.2:low; < .Olmicotine free) 

7 “PH” _ NOT APPLICABLE _ 

1 2 3 4 5 6 7 8 9 10 11 12 13 Mean 


Page 10 of 168 


PM3000503118 


Source: https://www.industrydocuments.ucsf.edu/docs/fqbl0001 



Attachment B to December 1, 1998 annual report of Nicotine Yield Rating Information submitted by 
Philip Morris Incorporated to the Massachusetts Department of Public Health 


Cigarette Nicotine Yield Rating Form 

1. Brand _ MARLBORO _ Sub-Brand _ KING F HP LT 

2 . Most Recent Nicotine Level Reported to the FTC 0.8 

3. Total Nicotine Content in Cigarette Tobacco (Milligrams Per Gram) _ 16.79 _ 

4. “pH” of Smoke NOT APPLICABLE Percent Filter Ventilation 24 

5. “Nicotine Delivery Under Average Smoking Conditions” _ L6_ 

6 . Classification _ HIGH _ Number of Puffs _HMl_ 

(> 1.2 milligrams:high; > 0.2-1.2:moderate; .01-0.2:low; < .01:nicotine free) 

7- “pH” _ NOT APPLICABLE _ 

Puff 1 2 3 4 5 6 7 8 9 10 11 12 13 Mean 
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Source: https://www.industrydocuments.ucsf.edu/docs/fqbl0001 



Attachment B to December 1, 1998 annual report of Nicotine Yield Rating Information submitted by 
Philip Morris Incorporated to the Massachusetts Department of Public Health 


Cigarette Nicotine Yield Rating Form 

1. Brand _ MARLBORO _ Sub-Brand KING F HP LT MEN 

2. Most Recent Nicotine Level Reported to the FTC _OJ_ 

3. Total Nicotine Content in Cigarette Tobacco (Milligrams Per Gram) _ 17.74 _ 

4. “pH” of Smoke NOT APPLICABLE Percent Filter Ventilation 27 

5. “Nicotine Delivery Under Average Smoking Conditions” _ L5 _ 

6 . Classification _ HIGH _ Number of Puffs _100_ 

(> 1.2 milligrams:high; > 0.2-Immoderate; , 01 - 0 . 2 :low; < .Ol:nicotine free) 

7- “PH” ___ NOT APPLICABLE _ 

Puff 1 2 3 4 5 6 7 8 9 10 11 12 13 Mean 
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Source: https://www.industrydocuments.ucsf.edu/docs/fqbl0001 



Attachment B to December 1, 1998 annual report of Nicotine Yield Rating Information submitted by 
Philip Morris Incorporated to the Massachusetts Department of Public Health 


Cigarette Nicotine Yield Rating Form 

1. Brand _ MARLBORO _ Sub- Brand KING F HP ULTRA LT 

2. Most Recent Nicotine Level Reported to the FTC 0.5 

3. Total Nicotine Content in Cigarette Tobacco (Milligrams Per Gram) _ 18.54 _ 

4. “pH” of Smoke NOT APPLICABLE Percent Filter Ventilation _ 41_ 

5. “Nicotine Delivery Under Average Smoking Conditions” _LI_ 

6 . Classification _ MODERATE _ Number of Puffs _^5_ 

(> 1.2 milligrams:high; > 0.2-1.2:moderate; .01-0.2: low; < .01:nicotine free) 

7. “pH” _ NOT APPLICABLE _ 

Puff 1 2 3 4 5 6 7 8 9 10 11 12 13 Mean 
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Source: https://www.industrydocuments.ucsf.edu/docs/fqbl0001 



Attachment B to December 1,1998 annual report of Nicotine Yield Rating Information submitted by 
Philip Morris Incorporated to the Massachusetts Department of Public Health 


Cigarette Nicotine Yield Rating Form 

1. Brand _ MARLBORO _ Sub-Brand _ KING F HP _ 

2. Most Recent Nicotine Level Reported to the FTC _LI_ 

3. Total Nicotine Content in Cigarette Tobacco (Milligrams Per Gram) _ 17.89 _ 

4. “pH” of Smoke NOT APPLICABLE Percent Filter Ventilation _11_ 

5. “Nicotine Delivery Under Average Smoking Conditions” _2d)_ 

6 . Classification _ HIGH _ Number of Puffs _1L0_ 

(> 1.2 milligrams:high; > 0.2-1.2:moderate; .01-0.2:low; < .OLnicotine free) 

7- “pH” _ NOT APPLICABLE _ 

Puff 1 2 3 4 5 6 7 8 9 10 11 12 13 Mean 
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Source: https://www.industrydocuments.ucsf.edu/docs/fqbl0001 



Attachment B to December 1,1998 annual report of Nicotine Yield Rating Information submitted by 
Philip Morris Incorporated to the Massachusetts Department of Public Health 


Cigarette Nicotine Yield Rating Form 


1- Brand _ MARLBORO _ Sub-Brand KING F HP MEN 

2. Most Recent Nicotine Level Reported to the FTC _LO_ 

3. Total Nicotine Content in Cigarette Tobacco (Milligrams Per Gram) _ 17.Q7 _ 

4. “pH” of Smoke NOT APPLICABLE Percent Filter Ventilation _3_ 

5. “Nicotine Delivery Under Average Smoking Conditions” _ L9 _ 

6. Classification _ HIGH _ Number of Puffs _ 106_ 

(> 1.2 milligramsrhigh; > 0.2-1.2:moderate; .01-0.2:low; < .OLnicotine free) 

7- “pH” _ NOT APPLICABLE _ 

1 2 3 4 5 6 7 8 9 10 11 12 13 Mean 
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Source: https://www.industrydocuments.ucsf.edu/docs/fqbl0001 



Attachment B to December 1, 1998 annual report of Nicotine Yield Rating Information submitted by 
Philip Morris Incorporated to the Massachusetts Department of Public Health 


Cigarette Nicotine Yield Rating Form 

1. Brand _ MARLBORO _ Sub-Brand KING F HP MEDIUM 

2. Most Recent Nicotine Level Reported to the FTC _OJJ_ 

3. Total Nicotine Content in Cigarette Tobacco (Milligrams Per Gram) _ 16.71 _ 

4. “pH” of Smoke NOT APPLICABLE Percent Filter Ventilation _ 22_ 

5. “Nicotine Delivery Under Average Smoking Conditions” _L7_ 

6 . Classification _ HIGH _ Number of Puffs _1CL5_ 

(> 1.2 milligrams:high; > 0.2-1.2:moderate; .01-0.2:low; < .Olmicotine free) 

7. “pH” _ NOT APPLICABLE _ _ 

Puff 1 2 3 4 5 6 7 8 9 10 11 12 13 Mean 
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PM3000503124 


Source: https://www.industrydocuments.ucsf.edu/docs/fqbl0001 


Attachment B to December 1, 1998 annual report of Nicotine Yield Rating Information submitted by 
Philip Morris Incorporated to the Massachusetts Department of Public Health 


Cigarette Nicotine Yield Rating Form 

1. Brand _ MARLBORO _ Sub-Brand _ KING F SP _ 

2. Most Recent Nicotine Level Reported to the FTC 1.1 _ 

3. Total Nicotine Content in Cigarette Tobacco (Milligrams Per Gram) 17.62 _ 

4. “pH” of Smoke NOT APPLICABLE Percent Filter Ventilation _12_ 

5. “Nicotine Delivery Under Average Smoking Conditions” _2d)_ 

6. Classification _ HIGH _ Number of Puffs 11,5 

(> 1.2 milligrams:high; > 0.2-1.2:moderate; .01-0.2:low; < ,0l:nicotine free) 

7 “pH" _ NOT APPLICABLE _ 

Puff 1 2 3 4 5 6 7 8 9 10 11 12 13 Mean 
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Source: https://www.industrydocuments.ucsf.edu/docs/fqbl0001 



Attachment B to December 1,1998 annual report of Nicotine Yield Rating Information submitted by 
Philip Moms Incorporated to the Massachusetts Department of Public Health 


Cigarette Nicotine Yield Ratine Form 

1 Brand _ MARLBORO _ Sub-Brand KING F SP MEDIUM 

2. Most Recent Nicotine Level Reported to the FTC 0.9 

3. Total Nicotine Content in Cigarette Tobacco (Milligrams Per Gram) _ 17.73 _ 

4. “pH” of Smoke NOT APPLICABLE Percent Filter Ventilation _ 15_ 

5. “Nicotine Delivery Under Average Smoking Conditions” _L6_ 

6. Classification _ HIGH _ Number of Puffs _106_ 

(> 1.2 milligrams:high; > 0.2-Immoderate; .01-0.2:low; < .Olmicotine free) 

7- “pH” _ NOT APPLICABLE __ 

Puff 1 2 3 4 5 6 7 8 9 10 11 12 13 Mean 
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Source: https://www.industrydocuments.ucsf.edu/docs/fqbl0001 



Attachment B to December 1,1998 annual report of Nicotine Yield Rating Information submitted by 
Philip Morris Incorporated to the Massachusetts Department of Public Health 

Cigarette Nicotine Yield Rating Form 

1. Brand _ MARLBORO _ Sub-Brand KING F SP (25 PKG) 

2. Most Recent Nicotine Level Reported to the FTC _LI_ 

3. Total Nicotine Content in Cigarette Tobacco (Milligrams Per Gram) 17.74 

4. “pH” of Smoke NOT APPLICABLE Percent Filter Ventilation _ 11 

5. “Nicotine Delivery Under Average Smoking Conditions” _ 2d)_ 

6. Classification _ HIGH _ Number of Puffs _ 113_ 

(> 1.2 milligrams:high; > 0.2-1.2:moderate; .01-0.2:low; < .01 :nicotine free) 

7. “pH” _ NOT APPLICABLE _ 

Puff 1 2 3 4 5 6 7 8 9 10 11 12 13 Mean 
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PM3000503127 


Source: https://www.industrydocuments.ucsf.edu/docs/fqbl0001 



Attachment B to December 1,1998 annual report of Nicotine Yield Rating Information submitted by 
Philip Morris Incorporated to the Massachusetts Department of Public Health 

Cigarette Nicotine Yield Rating Form 

1. Brand _ MARLBORO _ Sub-Brand KING F SP MEN 

2. Most Recent Nicotine Level Reported to the FTC 1.1 _ 

3. Total Nicotine Content in Cigarette Tobacco (Milligrams Per Gram) _ 18.16 

4. "pH” of Smoke NOT APPLICABLE Percent Filter Ventilation _ 3_ 

5. "Nicotine Delivery Under Average Smoking Conditions” 1.9 

6. Classification _ HIGH _ Number of Puffs _10 1 6_ 

(> 1.2 milligramsrhigh; > 0.2-1.2:moderate; .01-0.2:low; < ,01:nicotine free) 

7- “PH” _ NOT APPLICABLE __ 

Puff 1 2 3 4 5 6 7 8 9 10 11 12 13 Mean 
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Source: https://www.industrydocuments.ucsf.edu/docs/fqbl0001 



Attachment B to December 1, 1998 annual report of Nicotine Yield Rating Information submitted by 
Philip Morris Incorporated to the Massachusetts Department of Public Health 

Cigarette Nicotine Yield Rating Form 

1. Brand _ MARLBORO _ Sub-Brand _ KING F SP LT 

2. Most Recent Nicotine Level Reported to the FTC _(K8_ 

3. Total Nicotine Content in Cigarette Tobacco (Milligrams Per Gram) _ 18.15 

4. “pH” of Smoke NOT APPLICABLE Percent Filter Ventilation _ 25_ 

5. “Nicotine Delivery Under Average Smoking Conditions” _L6_ 

6. Classification HIGH _ Number of Puffs _ 10.8 _ 

(> 1.2 milligrams:high; > 0.2-1.2:moderate; ,01-0.2:low; < .Olmicotine free) 

7. “pH” _ NOT APPLICABLE _ 

Buff 1 2 3 4 5 6 7 8 9 10 11 12 13 Mean 
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Source: https://www.industrydocuments.ucsf.edu/docs/fqbl0001 



Attachment B to December 1, 1998 annual report of Nicotine Yield Rating Information submitted by 
Philip Morris Incorporated to the Massachusetts Department of Public Health 


Cigarette Nicotine Yield Rating Form 

1. Brand _ MARLBORO _ Sub-Brand KING F SP LT (25 PKG) 

2. Most Recent Nicotine Level Reported to the FTC _OJJ_ 

3. Total Nicotine Content in Cigarette Tobacco (Milligrams Per Gram) _ 18.00 _ 

4. “pH” of Smoke NOT APPLICABLE Percent Filter Ventilation _20_ 

5. “Nicotine Delivery Under Average Smoking Conditions” _ L5 _ 

6. Classification _ HIGH _ Number of Puffs _LLO_ 

(> 1.2 milligrams:high; > 0.2-1.2:moderate; .01-0.2:low; < .01:nicotine free) 

7. “pH” _ NOT APPLICABLE _ 

Puff 1 2 3 4 5 6 7 8 9 10 11 12 13 Mean 
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PM3000503130 


Source: https://www.industrydocuments.ucsf.edu/docs/fqbl0001 


Attachment B to December 1, 1998 annual report of Nicotine Yield Rating Information submitted by 
Philip Morris Incorporated to the Massachusetts Department of Public Health 


Cigarette Nicotine Yield Ratine Form 

1 Brand _ MARLBORO _ Sub-Brand KING F SP LT MEN 

2. Most Recent Nicotine Level Reported to the FTC* _ _ Q.8 _ 

3. Total Nicotine Content in Cigarette Tobacco (Milligrams Per Gram) _ 18.18 _ 

4. “pH” of Smoke NOT APPLICABLE Percent Filter Ventilation 23 

5. “Nicotine Delivery Under Average Smoking Conditions” _L5_ 

6. Classification _ HIGH _ Number of Puffs _10 I 5_ 

(> 1.2 milligrams:high; > 0.2-1.2:moderate; ,01-0.2:low; < .Olmicotine free) 

7 . “pH” _ NOT APPLICABLE __ 

Buff 1 2 3 4 5 6 7 8 9 10 11 12 13 Mean 


* From 1998 Philip Morris production assessment testing due to brand introduction occurring after 
the 1995 pick up of TITL Market Sample #38. The test results of Market Sample #38 were used by 
the Federal Trade Commission to generate the 1998 FTC report 
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Attachment B to December 1, 1998 annual report of Nicotine Yield Rating Information submitted by 
Philip Morris Incorporated to the Massachusetts Department of Public Health 

Cigarette Nicotine Yield Rating Form 

1. Brand _ BASIC _ Sub-Brand 100 F SP ULTRA LT 

2. Most Recent Nicotine Level Reported to the FTC 0.5 

3. Total Nicotine Content in Cigarette Tobacco (Milligrams Per Gram) _ 15.90 _ 

4. “pH” of Smoke NOT APPLICABLE Percent Filter Ventilation 49 

5. “Nicotine Delivery Under Average Smoking Conditions” _LI_ 

6. Classification _ MODERATE _ Number of Puffs _ 13.2 _ 

(> 1.2 milligrams:high; > 0.2-1.2:moderate; .01-0.2:low; < .Olmicotine free) 

7. “pH” _ NOT APPLICABLE _ 

Puff 1 2 3 4 5 6 7 8 9 10 11 12 13 Mean 
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Source: https://www.industrydocuments.ucsf.edu/docs/fqbl0001 



Attachment B to December 1,1998 annual report of Nicotine Yield Rating Information submitted by 
Philip Morris Incorporated to the Massachusetts Department of Public Health 


Cigarette Nicotine Yield Rating Form 

1. Brand _ BASIC _ Sub-Brand 100 F SP FF MEN 

2. Most Recent Nicotine Level Reported to the FTC _L0_ 

3. Total Nicotine Content in Cigarette Tobacco (Milligrams Per Gram) _ 16.17 _ 

4. “pH” of Smoke NOT APPLICABLE Percent Filter Ventilation _1_ 

5. “Nicotine Delivery Under Average Smoking Conditions” _L8_ 

6. Classification _ HIGH _ Number of Puffs _1L9_ 

(> 1.2 milligramsrhigh; > 0.2-1.2:moderate; .01-0.2:low; < .OLnicotine free) 

7 “pH” _ NOT APPLICABLE _ 

1 2 3 4 5 6 7 8 9 10 11 12 13 Mean 
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Source: https://www.industrydocuments.ucsf.edu/docs/fqbl0001 



Attachment B to December 1, 1998 annual report of Nicotine Yield Rating Information submitted by 
Philip Morris Incorporated to the Massachusetts Department of Public Health 

Cigarette Nicotine Yield Rating Form 

1. Brand _ BASIC _ Sub-Brand 100 F SP LT MEN 

2. Most Recent Nicotine Level Reported to the FTC 0.7 _ 

3. Total Nicotine Content in Cigarette Tobacco (Milligrams Per Gram) _ 16.00 _ 

4. “pH” of Smoke NOT APPLICABLE Percent Filter Ventilation 16 

5. “Nicotine Delivery Under Average Smoking Conditions” _L5_ 

6. Classification _ HIGH _ Number of Puffs _ 11.6 _ 

(> 1.2 milligramsthigh; > 0.2-1.2:moderate; .01-0.2:low; < .Olmicotine free) 

7. “pH” _ NOT APPLICABLE _ 

Puff 1 2 3 4 5 6 7 8 9 10 11 12 13 Mean 
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Source: https://www.industrydocuments.ucsf.edu/docs/fqbl0001 


Attachment B to December 1, 1998 annual report of Nicotine Yield Rating Information submitted by 
Philip Morris Incorporated to the Massachusetts Department of Public Health 


Cigarette Nicotine Yield Rating Form 

1. Brand _ BASIC _ Sub-Brand _ 100 F SP LT _ 

2. Most Recent Nicotine Level Reported to the FTC 0.7 

3. Total Nicotine Content in Cigarette Tobacco (Milligrams Per Gram) 15.90 

4. “pH” of Smoke NOT APPLICABLE Percent Filter Ventilation _ 24 _ 

5. “Nicotine Delivery Under Average Smoking Conditions” _L5_ 

6. Classification _ HIGH _ Number of Puffs _ 123 _ 

(> 1.2 milligramsrhigh; > 0.2-1.2:moderate; .01-0.2:low; < .Olmicotine free) 

7 “PH” ___ NOT APPLICABLE _ 

Puff 1 2 3 4 5 6 7 8 9 10 11 12 13 Mean 
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Source: https://www.industrydocuments.ucsf.edu/docs/fqbl0001 



Attachment B to December 1, 1998 annual report of Nicotine Yield Rating Information submitted by 
Philip Morris Incorporated to the Massachusetts Department of Public Health 

Cigarette Nicotine Yield Rating Form 

1- Brand _ BASIC _ Sub-Brand _ 100 F SP _ 

2. Most Recent Nicotine Level Reported to the FTC _L0_ 

3. Total Nicotine Content in Cigarette Tobacco (Milligrams Per Gram) _ 15.94 _ 

4. “pH” of Smoke NOT APPLICABLE Percent Filter Ventilation 2 

5. “Nicotine Delivery Under Average Smoking Conditions” _L9_ 

6. Classification _ HIGH _ Number of Puffs _12J_ 

(> 1.2 milligrams:high; > 0.2-Immoderate; .01-0.2:low; < .Olmicotine free) 

7 “pH” _ NOT APPLICABLE _ 

^ 2 3 4 5 6 7 8 9 10 11 12 13 Mean 
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Source: https://www.industrydocuments.ucsf.edu/docs/fqbl0001 



Attachment B to December 1, 1998 annual report of Nicotine Yield Rating Information submitted by 
Philip Morris Incorporated to the Massachusetts Department of Public Health 

Cigarette Nicotine Yield Rating Form 

1. Brand _ BASIC _ Sub-Brand _ 100 F HP _ 

2. Most Recent Nicotine Level Reported to the FTC* 1.0 

3. Total Nicotine Content in Cigarette Tobacco (Milligrams Per Gram) 15.64 _ 

4. “pH” of Smoke NOT APPLICABLE Percent Filter Ventilation _1_ 

5. “Nicotine Delivery Under Average Smoking Conditions” _ L9 _ 

6. Classification _ HIGH Number of Puffs _ 11.8 _ 

(> 1.2 milligrams:high; > 0.2-1.2:moderate; ,01-0.2:low; < .OLnicotine free) 

7. “pH” _ NOT APPLICABLE _ 

Puff 1 2 3 4 5 6 7 8 9 10 11 12 13 Mean 


* From 1998 Philip Morris production assessment testing due to brand introduction occurring after 
the 1995 pick up of TITL Market Sample #38. The test results of Market Sample #38 were used by 
the Federal Trade Commission to generate the 1998 FTC report. 
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Attachment B to December 1,1998 annual report of Nicotine Yield Rating Information submitted by 
Philip Morris Incorporated to the Massachusetts Department of Public Health 


Cigarette Nicotine Yield Rating Form 

1- Brand _ BASIC _ Sub-Brand _ 100 F HP LT _ 

2. Most Recent Nicotine Level Reported to the FTC* _(hi?_ 

3. Total Nicotine Content in Cigarette Tobacco (Milligrams Per Gram) _ 15.43 _ 

4. ‘'pH” of Smoke NOT APPLICABLE Percent Filter Ventilation _25_ 

5. “Nicotine Delivery Under Average Smoking Conditions” _L4_ 

6. Classification _ HIGH _ Number of Puffs 11.7 

(> 1.2 milligrams:high; > 0.2-1.2:moderate; .01-0.2:low; < .01:nicotine free) 

7 - “PH” _ NOT APPLICABLE __ 

Puff 1 2 3 4 5 6 7 8 9 10 11 12 13 Mean 


* From 1998 Philip Morris production assessment testing due to brand introduction occurring after 
the 1995 pick up of TITL Market Sample #38. The test results of Market Sample #38 were used by 
the Federal Trade Commission to generate the 1998 FTC report. 
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Attachment B to December 1, 1998 annual report of Nicotine Yield Rating Information submitted by 
Philip Morris Incorporated to the Massachusetts Department of Public Health 

Cigarette Nicotine Yield Rating Form 

1. Brand _ BASIC _ Sub-Brand _ KING F SP _ 

2. Most Recent Nicotine Level Reported to the FTC _LO_ 

3. Total Nicotine Content in Cigarette Tobacco (Milligrams Per Gram) _ 16.58 _ 

4. “pH” of Smoke NOT APPLICABLE Percent Filter Ventilation _3_ 

5. “Nicotine Delivery Under Average Smoking Conditions” _L8_ 

6. Classification _ HIGH _ Number of Puffs _10J_ 

(> 1.2 milligrams:high; > 0.2-1.2:moderate; .01-0.2:low; < .01:nicotine free) 

7 “pH” _ NOT APPLICABLE _ 

Buff 1 2 3 4 5 6 7 8 9 10 11 12 13 Mean 
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Attachment B to December 1,1998 annual report of Nicotine Yield Rating Information submitted by 
Philip Morris Incorporated to the Massachusetts Department of Public Health 


Cigarette Nicotine Yield Rating Form 

1. Brand _ BASIC _ Sub-Brand _ KING F SP LT 

2. Most Recent Nicotine Level Reported to the FTC _OJ_ 

3. Total Nicotine Content in Cigarette Tobacco ( Milli grams Per Gram) _ 16.50 _ 

4. “pH” of Smoke NOT APPLICABLE Percent Filter Ventilation 18 _ 

5. “Nicotine Delivery Under Average Smoking Conditions” _L4_ 

6. Classification _ HIGH _ Number of Puffs _9J_ 

(> 1.2 milligrams:high; > 0.2-Immoderate; ,01-0.2:low; < .Olrnicotine free) 

7. “pH” _ NOT APPLICABLE _ 

Puff 1 2 3 4 5 6 7 8 9 10 11 12 13 Mean 


Page 32 of 168 


PM3000503140 
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Attachment B to December 1, 1998 annual report of Nicotine Yield Rating Information submitted by 
Philip Morris Incorporated to the Massachusetts Department of Public Health 

Cigarette Nicotine Yield Rating Form 

1. Brand _ BASIC _ Sub-Brand KING F SP FF MEN 

2. Most Recent Nicotine Level Reported to the FTC 0.9 _ 

3. Total Nicotine Content in Cigarette Tobacco (Milligrams Per Gram) _ 16.00 _ 

4. “pH” of Smoke NOT APPLICABLE Percent Filter Ventilation 2 

5. “Nicotine Delivery Under Average Smoking Conditions” _L9_ 

6. Classification _ HIGH _ Number of Puffs _1L0_ 

(> 1.2 milligrams:high; > 0.2-1.2:moderate; .01-0.2:low; < .Olmicotine free) 

7. “pH” _ NOT APPLICABLE _ 

Buff 1 2 3 4 5 6 7 8 9 10 11 12 13 Mean 
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Attachment B to December 1, 1998 annual report of Nicotine Yield Rating Information submitted by 
Philip Morris Incorporated to the Massachusetts Department of Public Health 


Cigarette Nicotine Yield Rating Form 

1. Brand _ BASIC _ Sub-Brand KING F SP ULTRA LT 

2. Most Recent Nicotine Level Reported to the FTC _04_ 

3. Total Nicotine Content in Cigarette Tobacco (Milligrams Per Gram) _ 17.27 _ 

4. “pH” of Smoke NOT APPLICABLE Percent Filter Ventilation _46_ 

5. “Nicotine Delivery Under Average Smoking Conditions” _LI_ 

6. Classification _ MODERATE _ Number of Puffs _1L1_ 

(> 1.2 milligrams:high; > 0.2-1.2:moderate; .01-0.2:low; < .OLnicotine free) 

7 “PH” _ NOT APPLICABLE _ 

Puff 1 2 3 4 5 6 7 8 9 10 11 12 13 Mean 
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Source: https://www.industrydocuments.ucsf.edu/docs/fqbl0001 


Attachment B to December 1,1998 annual report of Nicotine Yield Rating Information submitted by 
Philip Morris Incorporated to the Massachusetts Department of Public Health 


Cigarette Nicotine Yield Rating Form 

1. Brand _ BASIC _ Sub-Brand KING F SP LT MEN 

2. Most Recent Nicotine Level Reported to the FTC 0.7 _ 

3. Total Nicotine Content in Cigarette Tobacco (Milligrams Per Gram) _ 16.51 _ 

4. “pH” of Smoke NOT APPLICABLE Percent Filter Ventilation _ 13 

5. “Nicotine Delivery Under Average Smoking Conditions” _L4_ 

6. Classification _ HIGH _ Number of Puffs _9/7_ 

(> 1.2 milligrams:high; > 0.2-1.2:moderate; .01-0.2:low; < .Olrnicotine free) 

7. “pH” _ NOT APPLICABLE _ 

1 2 3 4 5 6 7 8 9 10 11 12 13 Mean 


Page 35 of 168 


PM3000503143 


Source: https://www.industrydocuments.ucsf.edu/docs/fqbl0001 



Attachment B to December 1, 1998 annual report of Nicotine Yield Rating Information submitted by 
Philip Morris Incorporated to the Massachusetts Department of Public Health 


Cigarette Nicotine Yield Rating Form 

1. Brand _ BASIC _ Sub-Brand _ KING NF SP 

2. Most Recent Nicotine Level Reported to the FTC _L6_ 

3. Total Nicotine Content in Cigarette Tobacco (Milligrams Per Gram) _18.32 


4. “pH” of Smoke NOT APPLICABLE Percent Filter Ventilation _NA_ 

5. “Nicotine Delivery Under Average Smoking Conditions” _3d)_ 

6. Classification _ HIGH _ Number of Puffs _ 13.7 _ 

(> 1.2 milligrams:high; > 0.2-Immoderate; .01-0.2:low; < .Ol:nicotine free) 

7- “pH" _ NOT APPLICABLE __ 

Buff 1 2 3 4 5 6 7 8 9 10 11 12 13 Mean 
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Attachment B to December 1,1998 annual report of Nicotine Yield Rating Information submitted by 
Philip Morris Incorporated to the Massachusetts Department of Public Health 

Cigarette Nicotine Yield Rating Form 

1. Brand _ BASIC _ Sub-Brand _ KING F HP _ 

2. Most Recent Nicotine Level Reported to the FTC 1,0 _ 

3. Total Nicotine Content in Cigarette Tobacco (Milligrams Per Gram) 16.12 

4. “pH” of Smoke NOT APPLICABLE Percent Filter Ventilation _2_ 

5. “Nicotine Delivery Under Average Smoking Conditions” _L8_ 

6. Classification _ HIGH _ Number of Puffs _ 103 _ 

(> 1.2 milligrams:high; > 0.2-1.2:moderate; .01-0.2:low; < .01:nicotine free) 

7. “pH” _ NOT APPLICABLE _ 

Puff 1 2 3 4 5 6 7 8 9 10 11 12 13 Mean 
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Attachment B to December 1,1998 annual report of Nicotine Yield Rating Information submitted by 
Philip Morris Incorporated to the Massachusetts Department of Public Health 



1. Brand _ BASIC _ Sub-Brand KING F HP MEN 

2. Most Recent Nicotine Level Reported to the FTC _LO_ 

3. Total Nicotine Content in Cigarette Tobacco (Milligrams Per Gram) _ 16.18 


4. “pH” of Smoke NOT APPLICABLE Percent Filter Ventilation _ 2 

5. “Nicotine Delivery Under Average Smoking Conditions” _L 7 _ 

6. Classification _ HIGH _ Number of Puffs _ 10.1 

(> 1.2 milligrams:high; > 0.2-Immoderate; ,01-0.2:low; < .01:nicotine free) 



NOT APPLICABLE _ 

6 7 8 9 10 11 12 13 Mean 


Page 38 of 168 

PM3000503146 


Source: https://www.industrydocuments.ucsf.edu/docs/fqbl0001 


Attachment B to December 1,1998 ann ual report of Nicotine Yield Rating Information submitted by 
Philip Morris Incorporated to the Massachusetts Department of Public Health 


Cigarette Nicotine Yield Rating Form 

1. Brand _ BASIC _ Sub-Brand _ KING F HP LT 

2. Most Recent Nicotine Level Reported to the FTC _ OJ _ 

3. Total Nicotine Content in Cigarette Tobacco (Milligrams Per Gram) _ 16.67 _ 

4. “pH” of Smoke NOT APPLICABLE Percent Filter Ventilation 14 

5. “Nicotine Delivery Under Average Smoking Conditions” 1.5 

6. Classification _ HIGH _ Number of Puffs _ 9J_ _ 

(> 1.2 milligrams:high; > 0.2-Immoderate; ,01-0.2:low; < .OLnicotine free) 

7. “pH” _ NOT APPLICABLE ___ 

Puff 1 2 3 4 5 6 7 8 9 10 11 12 13 Mean 
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Attachment B to December 1, 1998 annual report of Nicotine Yield Rating Information submitted by 
Philip Morris Incorporated to the Massachusetts Department of Public Health 


Cigarette Nicotine Yield Rating Form 

1- Brand _ VIRGINIA SLIMS _ Sub-Brand 100 F HP LT SLIM 

2. Most Recent Nicotine Level Reported to the FTC 0.7 

3. Total Nicotine Content in Cigarette Tobacco (Milligrams Per Gram) _ 17.61 _ 

4. “pH” of Smoke NOT APPLICABLE Percent Filter Ventilation _ 41_ 

5. “Nicotine Delivery Under Average Smoking Conditions” _ L5 _ 

6. Classification _ HIGH _ Number of Puffs _ 123_ 

(> 1.2milligramsrhigh; > 0.2-1.2:moderate; ,01-0.2:low; < .Olrnicotine free) 

7 - “pH” 5.2 5.1 5.2 5.0 5.2 5.3 5 2 5.3 53 5.4 5.3 5.2 _53_ 

Puff 1 2 3 4 5 6 7 8 9 10 11 12 13 Mean 
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Attachment B to December 1, 1998 annual report of Nicotine Yield Rating Information submitted by 
Philip Morris Incorporated to the Massachusetts Department of Public Health 

Cigarette Nicotine Yield Rating Form 

1 Brand _ VIRGINIA SLIMS _ Sub-Brand 100 F HP ULTRA LT SLIM 

2. Most Recent Nicotine Level Reported to the FTC_(K5_ 

3. Total Nicotine Content in Cigarette Tobacco (Milligrams Per Gram) _ 17.39 _ 

4. “pH” of Smoke NOT APPLICABLE Percent Filter Ventilation 57 

5. “Nicotine Delivery Under Average Smoking Conditions” _L3_ 

6. Classification _ HIGH _ Number of Puffs* _LL5_ 

(> 1.2 milligrams:high; > 0.2-1.2:moderate; .01-0.2:low; < .01:nicotine free) 

7. “pH” 5.2 5.2 5.2 5.2 5.2 5.1 5.2 5.1 5.1 5.1 5.1 5.1 5.1 5.2 

Puff 1 2 3 4 5 6 7 8 9 10 11 12 13 Mean 


* The natural variation of the cigarette product in addition to the variation associated with the 
smoking process can result in puff count differences of approximately 1 puff per cigarette for 
samples of the same cigarette brand style. 
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Attachment B to December 1,1998 annual report of Nicotine Yield Rating Information submitted by 
Philip Morris Incorporated to the Massachusetts Department of Public Health 

Cigarette Nicotine Yield Rating Form 

1. Brand _ VIRGINIA SLIMS _ Sub-Brand _ 100 F SP SLIM 

2. Most Recent Nicotine Level Reported to the FTC _LI_ 

3. Total Nicotine Content in Cigarette Tobacco (Milligrams Per Gram) _ 17.14 _ 

4. “pH” of Smoke NOT APPLICABLE Percent Filter Ventilation 23 

5. “Nicotine Delivery Under Average Smoking Conditions” _L2_ 

6. Classification _ HIGH _ Number of Puffs _ 12A _ 

(> 1.2 milligrams:high; > 0.2-1.2:moderate; .01-0.2:low; < .Olmicotine free) 

7. “pH” 5.2 5.2 5.1 5.1 5.3 5.1 5.1 5.1 5.1 5.1 5.1 5.4 5,2 

1 2 3 4 5 6 7 8 9 10 11 12 13 Mean 
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Attachment B to December 1,1998 annual report of Nicotine Yield Rating Information submitted by 
Philip Morris Incorporated to the Massachusetts Department of Public Health 

Cigarette Nicotine Yield Rating Form 

1. Brand _ MERIT _ Sub-Brand 100 F SP ULTRA LT 

2. Most Recent Nicotine Level Reported to the FTC Q.5 _ 

3. Total Nicotine Content in Cigarette Tobacco (Milligrams Per Gram) _ 18.73 _ 

4. “pH” of Smoke NOT APPLICABLE Percent Filter Ventilation _49_ 

5. “Nicotine Delivery Under Average Smoking Conditions” _L4_ 

6. Classification _ HIGH _ Number of Puffs* _124)_ 

(> 1.2 milligrams:high; > 0.2-1.2:moderate; .01-0.2:low; < .OLnicotine free) 

7 - “pH” 5.4 5.3 5.2 5.1 5.2 5.1 5.1 5.2 5.2 5.1 5.0 5.1 5.2 5.2 

Puff 1 2 3 4 5 6 7 8 9 10 11 12 13 Mean 


* The natural variation of the cigarette product in addition to the variation associated with the 
smoking process can result in puff count differences of approximately 1 puff per cigarette for 
samples of the same cigarette brand style. 
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Attachment B to December 1, 1998 annual report of Nicotine Yield Rating Information submitted by 
Philip Morris Incorporated to the Massachusetts Department of Public Health 


Cigarette Nicotine Yield Rating Form 

1- Brand _ MERIT _ Sub-Brand 100 F SP ULTIMA 

2. Most Recent Nicotine Level Reported to the FTC _(h2_ 

3. Total Nicotine Content in Cigarette Tobacco (Milligrams Per Gram) _ 23.20 _ 

4. “pH” of Smoke NOT APPLICABLE Percent Filter Ventilation 54 

5. “Nicotine Delivery Under Average Smoking Conditions” 0.9 

6. Classification _ MODERATE _ Number of Puffs _9H_ 

(> 1.2 milligrams:high; > 0.2-Immoderate; .01-0.2:low; < .01:nicotine free) 

7. “pH” 5.3 5.3 5.3 5.3 5.2 5.2 5.2 5.2 5.2 _5;2_ 

Puff 1 2 3 4 5 6 7 8 9 10 11 12 13 Mean 
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Attachment B to December 1, 1998 annual report of Nicotine Yield Rating Information submitted by 
Philip Morris Incorporated to the Massachusetts Department of Public Health 


Cigarette Nicotine Yield Rating Form 

1. Brand _ MERIT _ Sub-Brand _ 100 F SP _ 

2. Most Recent Nicotine Level Reported to the FTC 0.7 

3. Total Nicotine Content in Cigarette Tobacco (Milligrams Per Gram) _ 17.75 _ 

4. “pH” of Smoke NOT APPLICABLE Percent Filter Ventilation _ 34_ 

5. “Nicotine Delivery Under Average Smoking Conditions” _ 1.7 _ 

6. Classification _ HIGH _ Number of Puffs _1^6_ 

(> 1.2 milligrams:high; > 0.2-1.2:moderate; .01-0.2:low; < .01:nicotine free) 

7. “pH” 5.2 5.3 5.1 5.1 5.2 5.2 5.1 5.2 5.2 5.3 5.1 5.3 5.0 5.2 

M 1 2 3 4 5 6 7 8 9 10 11 12 13 Mean 
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Attachment B to December 1, 1998 annual report of Nicotine Yield Rating Information submitted by 
Philip Morris Incorporated to the Massachusetts Department of Public Health 

Cigarette Nicotine Yield Rating Form 

1- Brand _ BENSON & HEDGES _ Sub-Brand 100 F HP ULTRA LT DLX 

2. Most Recent Nicotine Level Reported to the FTC _OJi_ 

3. Total Nicotine Content in Cigarette Tobacco (Milligrams Per Gram) _ 17.51 _ 

4. “pH” of Smoke NOT APPLICABLE Percent Filter Ventilation 54 

5. “Nicotine Delivery Under Average Smoking Conditions” 1.4 

6. Classification _ HIGH _ Number of Puffs* _LL2_ 

(> 1.2 milligrams:high; > 0.2-L2:moderate; ,01-0.2:low; < .01:nicotine free) 

7 > ‘pH” 5.3 5.3 5.4 5.3 5.3 5.1 5.1 5.1 5.3 5.1 5.2 5.2 _5^ 

Puff 1 2 3 4 5 6 7 8 9 10 11 12 13 Mean 

* The natural variation of the cigarette product in addition to the variation associated with the 
smoking process can result in puff count differences of approximately 1 puff per cigarette for 
samples of the same cigarette brand style. 
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Attachment B to December 1, 1998 annual report of Nicotine Yield Rating Information submitted by 
Philip Morris Incorporated to the Massachusetts Department of Public Health 

Cigarette Nicotine Yield Rating Form 

1. Brand _ BENSON & HEDGES _ Sub-Brand _ 100 F SP MEN 

2. Most Recent Nicotine Level Reported to the FTC _ 1.1 _ 

3. Total Nicotine Content in Cigarette Tobacco (Milligrams Per Gram) _ 17.23 _ 

4. “pH” of Smoke NOT APPLICABLE Percent Filter Ventilation _ 13 _ 

5. “Nicotine Delivery Under Average Smoking Conditions” _ 2A _ 

6. Classification _ HIGH _ Number of Puffs _ 13d)_ 

(> 1.2 milligrams:high; > 0.2-1.2:moderate; .01-0.2:low; < .Olrnicotine free) 

7 - “pH” 5.0 5.1 5.1 5.1 5.1 5.0 5.0 5.1 5.0 5.1 5.0 5.0 5.0 5.0 

Pnff 1 2 3 4 5 6 7 8 9 10 11 12 13 Mean 
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Attachment B to December 1,1998 annual report of Nicotine Yield Rating Information submitted by 
Philip Moms Incorporated to the Massachusetts Department of Public Health 


Cigarette Nicotine Yield Ratine Form 

1. Brand BENSON & HEDGES Sub-Brand 100 F SP LT MEN 

2. Most Recent Nicotine Level Reported to the FTC 0,8 _ 

3. Total Nicotine Content in Cigarette Tobacco (Milligrams Per Gram) _ 17.41 _ 

4. “pH” of Smoke NOT APPLICABLE Percent Filter Ventilation 29 _ 

5. “Nicotine Delivery Under Average Smoking Conditions” _L7_ 

6. Classification _ HIGH _ Number of Puffs _LL6_ 

(> 1.2 milligrams:high; > 0.2-Immoderate; .01-0.2:low; < .01:nicotine free) 

7. “pH” 5.3 5.2 5.3 5.2 5.2 5.3 5.2 5.2 5.2 5.1 5.3 5.3 5.2 5.2 

Puff 1 2 3 4 5 6 7 8 9 10 11 12 13 Mean 
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Attachment B to December 1, 1998 annual report of Nicotine Yield Rating Information submitted by 
Philip Morris Incorporated to the Massachusetts Department of Public Health 


Cigarette Nicotine Yield Rating Form 

1. Brand _ PARLIAMENT _ Sub-Brand _ KING F HP LT 

2. Most Recent Nicotine Level Reported to the FTC _ Q.6 _ 

3. Total Nicotine Content in Cigarette Tobacco (Milligrams Per Gram) _ 17.94 _ 

4. “‘pH” of Smoke NOT APPLICABLE Percent Filter Ventilation 35 

5. “Nicotine Delivery Under Average Smoking Conditions” _L5_ 

6. Classification »- . HIGH _„ Number of Puffs _ 93 _ 

(> 1.2 milligrams:high; > 0.2-1.2:moderate; .01-0.2:low; < .Olrnicotine free) 

7 “pH” 5.0 5.1 5.2 5.1 5.2 5.2 5,1 5.2 5.2 5.1 

Puff 1 2 3 4 5 6 7 8 9 10 11 12 13 Mean 
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Attachment B to December 1, 1998 annual report of Nicotine Yield Rating Information submitted by 
Philip Morris Incorporated to the Massachusetts Department of Public Health 


Cigarette Nicotine Yield Rating Form 


1. Brand _ ALPINE _ Sub-Brand _ 100 F SP MEN 

2. Most Recent Nicotine Level Reported to the FTC _ LI_ 

3. Calculated Nicotine Delivery Under Average Smoking Conditions _ 2.0 

4. Classification _ HIGH _ 

(> 1.2 milligrams:high; > 0.2-1.2:moderate; .01-0.2:low; < .01:nicotine free) 
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Attachment B to December 1, 1998 annual report of Nicotine Yield Rating Information submitted by 
Philip Morris Incorporated to the Massachusetts Department of Public Health 

Cigarette Nicotine Yield Rating Form 

1- Brand _ ALPINE _Sub-Brand_ 100 F SP LT MEN 

2. Most Recent Nicotine Level Reported to the FTC 0.7 

3. Calculated Nicotine Delivery Under Average Smoking Conditions _L4_ 

4. Classification HIGH 

(> 1.2 milligrams:high; > 0.2-1.2:moderate; .01-0.2:low; < .Olmicotine free) 


Page 51 of 168 


PM3000503159 


Source: https://www.industrydocuments.ucsf.edu/docs/fqbl0001 



Attachment B to December 1,1998 annual report of Nicotine Yield Rating Information submitted by 
Philip Morris Incorporated to the Massachusetts Department of Public Health 

Cigarette Nicotine Yield Rating Form 

1- Brand _ ALPINE _ Sub-Brand _ KING F HP FF MEN 

2. Most Recent Nicotine Level Reported to the FTC_ j.p 

3. Calculated Nicotine Delivery Under Average Smoking Conditions 1,8 

4. Classification HIGH 

(> 1.2 milligrams:high; > 0.2-Immoderate; .01-0.2:low; < .01:nicotine free) 
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Attachment B to December 1,1998 annual report of Nicotine Yield Rating Information submitted by 
Philip Morris Incorporated to the Massachusetts Department of Public Health 

Cigarette Nicotine Yield Rating Form 

1. Brand _ ALPINE _ Sub-Brand _ KING F HP LT MEN 

2. Most Recent Nicotine Level Reported to the FTC _0/7_ 

3. Calculated Nicotine Delivery Under Average Smoking Conditions 1.4 

4. Classification HIGH 

(> 1.2 milligrams:high; > 0.2-1.2:moderate; .01-0.2:low; < .01 :nicotine free) 
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Attachment B to December 1,1998 annual report of Nicotine Yield Rating Information submitted by 
Philip Morris Incorporated to the Massachusetts Department of Public Health 


Cigarette Nicotine Yield Rating Form 


1. Brand _ ALPINE _Sub-Brand _ KING F SP LT MEN 

2. Most Recent Nicotine Level Reported to the FTC Q.7 _ 

3. Calculated Nicotine Delivery Under Average Smoking Conditions 1.4 

4. Classification _ HIGH _ 

(> 1.2 milligrams:high; > 0.2-1.2:moderate; .01-0.2:low; < ,01:nicotine free) 
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Attachment B to December 1,1998 annual report of Nicotine Yield Rating Information submitted by 
Philip Morris Incorporated to the Massachusetts Department of Public Health 


Cigarette Nicotine Yield Rating Form 


1. Brand _ ALPINE _ Sub-Brand _ KING F SP MEN 

2. Most Recent Nicotine Level Reported to the FTC _LO_ 

3. Calculated Nicotine Delivery Under Average Smoking Conditions _ 1.8 

4. Classification _ HIGH _ 

(> 1.2 milligrams:high; > 0.2-1.2:moderate; .01-0.2:low; < .01:nicotine free) 
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Attachment B to December 1, 1998 annual report of Nicotine Yield Rating Information submitted by 
Philip Morris Incorporated to the Massachusetts Department of Public Health 

Cigarette Nicotine Yield Ratinp Form 

1. Brand BENSON & HEDGES Sub-Brand 100 F HP ULTRA LT MEN DLX 

2. Most Recent Nicotine Level Reported to the FTC _(L5_ 

3. Calculated Nicotine Delivery Under Average Smoking Conditions _El_ 

4. Classification _ MODERATE _ 

(> 1.2 milligrams:high; > 0.2-1.2:moderate; .01-0.2:low; < ,01:nicotine free) 
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Attachment B to December 1, 1998 annual report of Nicotine Yield Rating Information submitted by 
Philip Morris Incorporated to the Massachusetts Department of Public Health 


Cigarette Nicotine Yield Rating Form 


1. Brand BENSON & HEDGES Sub-Brand _ 100 F HP MEN 

2. Most Recent Nicotine Level Reported to the FTC 1,1 

3. Calculated Nicotine Delivery Under Average Smoking Conditions 2.0 

4. Classification HIGH 

(> 1.2 miUigrams:high; > 0.2-1.2:moderate; ,01-0.2:low; < .01:nicotine free) 
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Attachment B to December 1,1998 annual report of Nicotine Yield Rating Information submitted by 
Philip Morris Incorporated to the Massachusetts Department of Public Health 

Cigarette Nicotine Yield Rating Form 

1. Brand _ BENSON & HEDGES _ Sub-Brand _ 100 F HP LT _ 

2. Most Recent Nicotine Level Reported to the FTC _<L8_ 

3. Calculated Nicotine Delivery Under Average Smoking Conditions _L6_ 

4. Classification _ HIGH _ 

(> 1.2 milligrams:high; > 0.2-1.2:moderate; .01-0.2:low; < .01:nicotine free) 
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Attachment B to December 1, 1998 annual report of Nicotine Yield Rating Information submitted by 
Philip Morris Incorporated to the Massachusetts Department of Public Health 


Cigarette Nicotine Yield Ratine Form 


1. Brand BENSON & HEDGES Sub-Brand _ 100 F HP LT MEN 

2. Most Recent Nicotine Level Reported to the FTC 0.8 _ 

3. Calculated Nicotine Delivery Under Average Smoking Conditions _ 1,6 

4. Classification HIGH 

(> 1.2 miUigrams:high; > 0.2-1.2:moderate; .01-0.2:low; < ,01:nicotine free) 
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Attachment B to December 1, 1998 annual report of Nicotine Yield Rating Information submitted by 
Philip Morris Incorporated to the Massachusetts Department of Public Health 


Cigarette Nicotine Yield Ratinp Form 


1. Brand BENSON & HEDGES _ Sub-Brand_ 100 F HP 

2. Most Recent Nicotine Level Reported to the FTC _LI_ 

3. Calculated Nicotine Delivery Under Average Smoking Conditions _2d) 

4. Classification HIGH 


(> 1.2 milligrams:high; > 0.2-1.2;moderate; .01-0.2:low; < .01:nicotine free) 


Page 60 of 168 


PM3000503168 


Source: https://www.industrydocuments.ucsf.edu/docs/fqbl0001 


Attachment B to December 1, 1998 annual report of Nicotine Yield Rating Information submitted by 
Philip Morris Incorporated to the Massachusetts Department of Public Health 

Cigarette Nicotine Yield Rating Form 

1. Brand BENSON & HEDGES Sub-Brand_ 100 F SP LT 

2. Most Recent Nicotine Level Reported to the FTC 0.8 

3. Calculated Nicotine Delivery Under Average Smoking Conditions _L6_ 

4. Classification _ HIGH _ 

(> 1.2 milligrams:high; > 0.2-1.2:moderate; .01-0.2:low; < .01:nicotine free) 


Page 61 of 168 


PM3000503169 


Source: https://www.industrydocuments.ucsf.edu/docs/fqbl0001 


Attachment B to December 1,1998 annual report of Nicotine Yield Rating Information submitted by 
Philip Morris Incorporated to the Massachusetts Department of Public Health 


Cigarette Nicotine Yield Rating Form 


1. Brand BENSON & HEDGES Sub-Brand _ 100 F SP 

2. Most Recent Nicotine Level Reported to the FTC _LI_ 

3. Calculated Nicotine Delivery Under Average Smoking Conditions _ 2.0 

4. Classification HIGH 


(> 1.2 milligrams:high; > 0.2-1.2:moderate; .01-0.2:low; < .01:nicotine free) 


Page 62 of 168 


PM3000503170 


Source: https://www.industrydocuments.ucsf.edu/docs/fqbl0001 


Attachment B to December 1, 1998 annual report of Nicotine Yield Rating Information submitted by 
Philip Morris Incorporated to the Massachusetts Department of Public Health 


Cigarette Nicotine Yield Rating Form 


1. Brand _ BENSON & HEDGES _ Sub-Brand _ KING F HP 

2. Most Recent Nicotine Level Reported to the FTC 1.1 

3. Calculated Nicotine Delivery Under Average Smoking Conditions 2.0 

4. Classification _ HIGH _ 

(> 1.2 milligramsrhigh; > 0.2-1.2:moderate; .01-0.2:low; < .OLnicotine free) 


Page 63 of 168 


PM3000503171 


Source: https://www.industrydocuments.ucsf.edu/docs/fqbl0001 



Attachment B to December 1, 1998 annual report of Nicotine Yield Rating Information submitted by 
Philip Morris Incorporated to the Massachusetts Department of Public Health 


Cigarette Nicotine Yield Rating Form 


1. Brand BENSON & HEDGES Sub-Brand KING F SP M FILTER 

2. Most Recent Nicotine Level Reported to the FTC _0^8_ 

3. Calculated Nicotine Delivery Under Average Smoking Conditions _L6_ 

4. Classification HIGH 

(> 1.2 milligrams:high; > 0.2-1.2:moderate; .01-0.2;low; < .OLnicotine free) 


Page 64 of 168 


PM3000503172 


Source: https://www.industrydocuments.ucsf.edu/docs/fqbl0001 



Attachment B to December 1,1998 annual report of Nicotine Yield Rating Information submitted by 
Philip Morris Incorporated to the Massachusetts Department of Public Health 


Cigarette Nicotine Yield Rating Form 


1. Brand _ BEST BUY _ Sub-Brand_ 100 F HP 

2. Most Recent Nicotine Level Reported to the FTC* 1.0 

3. Calculated Nicotine Delivery Under Average Smoking Conditions 1.8 

4. Classification HIGH 

(> 1.2 milligrams:high; > 0.2-1.2:moderate; .01-0.2:low; < ,01:nicotine free) 


* From 1998 Philip Morris production assessment testing due to brand introduction occurring after 
the 1995 pick up of TITL Market Sample #38. The test results of Market Sample #38 were used by 
the Federal Trade Commission to generate the 1998 FTC report. 
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PM3000503173 


Source: https://www.industrydocuments.ucsf.edu/docs/fqbl0001 



Attachment B to December 1,1998 annual report of Nicotine Yield Rating Information submitted by 
Philip Morris Incorporated to the Massachusetts Department of Public Health 


Cigarette Nicotine Yield Rating Form 


1. Brand _ BEST BUY _ Sub-Brand _ 100 F HP MEN 

2. Most Recent Nicotine Level Reported to the FTC* _LO_ 

3. Calculated Nicotine Delivery Under Average Smoking Conditions _ 1.8 

4. Classification _ HIGH _ 

(> 1.2 milligrams:high; > 0.2-1.2:moderate; .01-0.2:low; < .Olmicotine free) 


* From 1998 Philip Morris production assessment testing due to brand introduction occurring after 
the 1995 pick up of TITL Market Sample #38. The test results of Market Sample #38 were used by 
the Federal Trade Commission to generate the 1998 FTC report. 
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PM3000503174 


Source: https://www.industrydocuments.ucsf.edu/docs/fqbl0001 


Attachment B to December 1, 1998 annual report of Nicotine Yield Rating Information submitted by 
Philip Morris Incorporated to the Massachusetts Department of Public Health 


Cigarette Nicotine Yield Rating Form 


1. Brand _ BEST BUY _ Sub-Brand 100 F SP FF GENERIC 

2. Most Recent Nicot in e Level Reported to the FTC_L0_ 

3. Calculated Nicotine Delivery Under Average Smoking Conditions _L8_ 

4. Classification HIGH 

(> 1.2 milligrams:high; > 0.2-1.2:moderate; .01-0.2:low; < .Olmicotine free) 


Page 67 of 168 


PM3000503175 


Source: https://www.industrydocuments.ucsf.edu/docs/fqbl0001 


Attachment B to December 1, 1998 annual report of Nicotine Yield Rating Information submitted by 
Philip Morris Incorporated to the Massachusetts Department of Public Health 


Cigarette Nicotine Yield Rating Form 


1. Brand _ BEST BUY _ Sub-Brand 100 F SP ULTRA LT GENERIC 

2. Most Recent Nicotine Level Reported to the FTC _(L5_ 

3. Calculated Nicotine Delivery Under Average Smoking Conditions _LI_ 

4. Classification _ MODERATE _ 

(> 1.2 milligrams:high; > 0.2-1.2:moderate; .01-0.2.iow; < .Olrnicotine free) 


Page 68 of L68 


PM3000503176 


Source: https://www.industrydocuments.ucsf.edu/docs/fqbl0001 



Attachment B to December 1,1998 annual report of Nicotine Yield Rating Information submitted by 
Philip Morris Incorporated to the Massachusetts Department of Public Health 


Cigarette Nicotine Yield Rating Form 


1. Brand _ BEST BUY _ Sub-Brand 100 F SP FF MEN GENERIC 

2. Most Recent Nicotine Level Reported to the FTC _L0_ 

3. Calculated Nicotine Delivery Under Average Smoking Conditions _L8_ 

4. Classification HIGH 

(> 1.2 milligrams:high; > 0.2-1.2:moderate; .01-0.2:low; < .01:nicotine free) 
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PM3000503177 


Source: https://www.industrydocuments.ucsf.edu/docs/fqbl0001 



Attachment B to December 1, 1998 annual report of Nicotine Yield Rating Information submitted by 
Philip Morris Incorporated to the Massachusetts Department of Public Health 


Cigarette Nicotine Yield Rating Form 


1. Brand _ BEST BUY _Sub-Brand 100 F SP LT MEN GENERIC 

2. Most Recent Nicotine Level Reported to the FTC _0^_ 

3. Calculated Nicotine Delivery Under Average Smoking Conditions 1.4 _ 

4. Classification _ HTGH _ 

(> 1.2 milligrams:high; > 0.2-1.2:moderate; .01-0.2:low; < .01:nicotine free) 
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PM3000503178 


Source: https://www.industrydocuments.ucsf.edu/docs/fqbl0001 


Attachment B to December 1, 1998 annual report of Nicotine Yield Rating Information submitted by 
Philip Morris Incorporated to the Massachusetts Department of Public Health 


Cigarette Nicotine Yield Rating Form 


1. Brand _ BEST BUY _ Sub-Brand 100 F SP LT GENERIC 

2. Most Recent Nicotine Level Reported to the FTC _OdJ_ 

3. Calculated Nicotine Delivery Under Average Smoking Conditions _L6_ 

4. Classification HIGH 

(> 1.2 milligrams:high; > 0.2-1.2:moderate; .01-0.2:low; < .01:nicotine free) 


Page 71 of 168 


PM3000503179 


Source: https://www.industrydocuments.ucsf.edu/docs/fqbl0001 



Attachment B to December 1, 1998 annual report of Nicotine Yield Rating Information submitted by 
Philip Morris Incorporated to the Massachusetts Department of Public Health 


Cigarette Nicotine Yield Rating Form 


1. Brand 


BEST BUY 


Sub-Brand 


KING F HP 


2. Most Recent Nicotine Level Reported to the FTC* 


1.0 


3. Calculated Nicotine Delivery Under Average Smoking Conditions 


1.8 


4. Classification 


HIGH 


(> 1.2 milligrams:high; > 0,2-1.2:moderate; .01-0.2:low; < .OLnicotine free) 


* From 1998 Philip Morris production assessment testing due to brand introduction occurring after 
the 1995 pick up of TITL Market Sample #38. The test results of Market Sample #38 were used by 
the Federal Trade Commission to generate the 1998 FTC report. 
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PM3000503180 


Source: https://www.industrydocuments.ucsf.edu/docs/fqbl0001 


Attachment B to December 1, 1998 annual report of Nicotine Yield Rating Information submitted by 
Philip Morris Incorporated to the Massachusetts Department of Public Health 

Cigarette Nicotine Yield Rating Form 

1. Brand _ BEST BUY _ Sub-Brand KING F SP FF MEN GENERIC 

2. Most Recent Nicotine Level Reported to the FTC 1.0 _ 

3. Calculated Nicotine Delivery Under Average Smoking Conditions _L8_ 

4. Classification _ HIGH _ 

(> 1.2 milligrams:high; > 0.2-1.2:moderate; .01-0.2:low; < .Olmicotine free) 


Page 73 of 168 


PM3000503181 


Source: https://www.industrydocuments.ucsf.edu/docs/fqbl0001 



Attachment B to December 1, 1998 annual report of Nicotine Yield Rating Information submitted by 
Philip Morris Incorporated to the Massachusetts Department of Public Health 


Cigarette Nicotine Yield Rating Form 

1. Brand _ BEST BUY _ Sub-Brand KING F SP ULTRA LT GENERIC 

2. Most Recent Nicotine Level Reported to the FTC 0.5 

3. Calculated Nicotine Delivery Under Average Smoking Conditions _ LI_ 

4. Classification _ MODERATE _ 

(> 1.2 milligrams:high; > 0.2-1.2:moderate; .01-0.2:low; < .01:nicotine free) 


Page 74 of 168 


PM3000503182 


Source: https://www.industrydocuments.ucsf.edu/docs/fqbl0001 


Attachment B to December 1, 1998 annual report of Nicotine Yield Rating Information submitted by 
Philip Morris Incorporated to the Massachusetts Department of Public Health 


Cigarette Nicotine Yield Rating Form 


1. Brand _ BEST BUY _Sub-Brand KING F SP LT GENERIC 

2. Most Recent Nicotine Level Reported to the FTC _(h7_ 

3. Calculated Nicotine Delivery Under Average Smoking Conditions _ IA _ 

4. Classification HIGH 

(> 1.2 milligrams:high; > 0.2-1.2:moderate; .01-0.2:low; < .01 nicotine free) 
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PM3000503183 


Source: https://www.industrydocuments.ucsf.edu/docs/fqbl0001 



Attachment B to December 1, 1998 annual report of Nicotine Yield Rating Information submitted by 
Philip Morris Incorporated to the Massachusetts Department of Public Health 


Cigarette Nicotine Yield Rating Form 


1. Brand _ BEST BUY _ Sub-Brand KING F SP FF GENERIC 

2. Most Recent Nicotine Level Reported to the FTC 1.0 

3. Calculated Nicotine Delivery Under Average Smoking Conditions _L8_ 

4. Classification HIGH 

(> 1.2 milligrams:high; > 0.2-1.2:moderate; ,01-0.2:low; < .01:nicotine free) 


Page 76 of 168 


PM3000503184 


Source: https://www.industrydocuments.ucsf.edu/docs/fqbl0001 


Attachment B to December 1, 1998 annual report of Nicotine Yield Rating Information submitted by 
Philip Morris Incorporated to the Massachusetts Department of Public Health 


Cigarette Nicotine Yield Rating Form 


1. 

2 . 

3. 

4. 


Brand _ BEST BUY _Sub-Brand KING F SP LT MEN GENERIC 

Most Recent Nicotine Level Reported to the FTC _^7_ 

Calculated Nicotine Delivery Under Average Smoking Conditions _ 1A _ 

Classification HIGH 


(> 1.2 milligrams:high; > 0.2-1.2:moderate; .01-0.2:low; < .Olmicotine free) 
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PM3000503185 


Source: https://www.industrydocuments.ucsf.edu/docs/fqbl0001 


Attachment B to December 1, 1998 annual report of Nicotine Yield Rating Information submitted by 
Philip Morris Incorporated to the Massachusetts Department of Public Health 


Cigarette Nicotine Yield Rating Form 


1. Brand _ BEST BUY _ Sub-Brand KING NF SP GENERIC 

2. Most Recent Nicotine Level Reported to the FTC 1.7 

3. Calculated Nicotine Delivery Under Average Smoking Conditions _3^0_ 

4. Classification _ HIGH _ 

(> 1.2 milligrams:high; > 0.2-1.2:moderate; .01-0.2:low; < .Oltnicotine free) 


Page 78 of 168 


PM3000503186 


Source: https://www.industrydocuments.ucsf.edu/docs/fqbl0001 



Attachment B to December 1, 1998 annual report of Nicotine Yield Rating Information submitted by 
Philip Morris Incorporated to the Massachusetts Department of Public Health 


Cigarette Nicotine Yield Rating Form 


1. Brand _ BRISTOL __ Sub-Brand_ 100 F SP LOWEST 

2. Most Recent Nicotine Level Reported to the FTC _(^2_ 


3. Calculated Nicotine Delivery Under Average Smoking Conditions 0.7 


4. Classification MODERATE 


(> 1,2 milligrams:high; > 0.2-1.2:moderate; .01-0.2:low; < .01;nicotine free) 


Page 79 of 168 


PM3000503187 


Source: https://www.industrydocuments.ucsf.edu/docs/fqbl0001 



Attachment B to December 1, 1998 annual report of Nicotine Yield Rating Information submitted by 
Philip Morris Incorporated to the Massachusetts Department of Public Health 


Cigarette Nicotine Yield Rating Form 


1. Brand _ BRISTOL _ Sub-Brand _ 100 F SP 

2. Most Recent Nicotine Level Reported to the FTC 1,0 

3. Calculated Nicotine Delivery Under Average Smoking Conditions _L8 

4. Classification HIOH _ 

(> 1.2 milligrams:high; > 0*2-L2:moderate; .01-0.2:low; < .01:nicotine free) 


Page 80 of 168 


PM3000503188 


Source: https://www.industrydocuments.ucsf.edu/docs/fqbl0001 


Attachment B to December 1, 1998 annual report of Nicotine Yield Rating Information submitted by 
Philip Morris Incorporated to the Massachusetts Department of Public Health 


Cigarette Nicotine Yield Rating Form 


1. Brand _ BRISTOL _ Sub-Brand _ 100 F SP LT MEN 

2. Most Recent Nicotine Level Reported to the FTC _(h7_ 

3. Calculated Nicotine Delivery Under Average Smoking Conditions _ 1.4 

4. Classification HIGH 


(> 1.2 milligramsthigh; > 0.2-1.2:moderate; .01-0.2:low; < .01:nicotine free) 


Page 81 of 168 


PM3000503189 


Source: https://www.industrydocuments.ucsf.edu/docs/fqbl0001 



Attachment B to December 1, 1998 annual report of Nicotine Yield Rating Information submitted by 
Philip Morris Incorporated to the Massachusetts Department of Public Health 


Cigarette Nicotine Yield Rating Form 


1. Brand _ BRISTOL _ Sub-Brand _ 100 F SP LT 

2. Most Recent Nicotine Level Reported to the FTC 0.7 

3. Calculated Nicotine Delivery Under Average Smoking Conditions _ 1.4 

4. Classification HIGH 


(> 1.2 milligrams:high; > 0.2-1.2:moderate; .0I-0.2:low; < .Olinicotine free) 


Page 82 of 168 


PM3000503190 


Source: https://www.industrydocuments.ucsf.edu/docs/fqbl0001 


Attachment B to December 1,1998 annual report of Nicotine Yield Rating Information submitted by 
Philip Morris Incorporated to the Massachusetts Department of Public Health 


Cigarette Nicotine Yield Ratine Form 


1. Brand _ BRISTOL _ Sub-Brand_ 100 F SP ULTRA LT 

2. Most Recent Nicotine Level Reported to the FTC _<h5_ 

3. Calculated Nicotine Delivery Under Average Smoking Conditions _LI_ 

4. Classification MODERATE 


(> 1.2 milligrams:high; > 0.2-1.2:moderate; .01-0.2;low; < .01:nicotine free) 
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PM3000503191 


Source: https://www.industrydocuments.ucsf.edu/docs/fqbl0001 



Attachment B to December 1, 1998 annual report of Nicotine Yield Rating Information submitted by 
Philip Morris Incorporated to the Massachusetts Department of Public Health 


Cigarette Nicotine Yield Rating Form 


1. Brand _ BRISTOL _Sub-Brand KING F SP LOWEST 

2. Most Recent Nicotine Level Reported to the FTC 0.1 

3. Calculated Nicotine Delivery Under Average Smoking Conditions _(h6_ 

4. Classification _ MODERATE _ 

(> 1.2 milligrams:high; > 0.2-1.2:moderate; .01-0.2;low; < .01;nicotine free) 


Page 84 of 168 


PM3000503192 


Source: https://www.industrydocuments.ucsf.edu/docs/fqbl0001 



Attachment B to December 1,1998 annual report of Nicotine Yield Rating Information submitted by 
Philip Morris Incorporated to the Massachusetts Department of Public Health 


Cigarette Nicotine Yield Rating Form 


1. Brand _ BRISTOL _ Sub-Brand _ KING F SP LT 

2. Most Recent Nicotine Level Reported to the FTC 0.7 _ 

3. Calculated Nicotine Delivery Under Average Smoking Conditions _ 1.4 

4. Classification HIGH _ 

(> 1.2 milligrams:high; > 0.2-1.2;moderate; .01-0.2:low; < .01:nicotine free) 


Page 85 of 168 


PM3000503193 


Source: https://www.industrydocuments.ucsf.edu/docs/fqbl0001 


Attachment B to December 1, 1998 annual report of Nicotine Yield Rating Information submitted by 
Philip Morris Incorporated to the Massachusetts Department of Public Health 


Cigarette Nicotine Yield Rating Form 

1. Brand _ BRISTOL _ Sub-Brand_ KINGFSP LT MEN 

2. Most Recent Nicotine Level Reported to the FT C _ 0.7 _ 

3. Calculated Nicotine Delivery Under Average Smoking Conditions _ 1.4 

4. Classification HIGH _ 

(> 1.2 milligrams:high; > 0.2-1.2:moderate; ,01-0.2:low; < ,01:nicotine free) 


Page 86 of 168 


PM3000503194 


Source: https://www.industrydocuments.ucsf.edu/docs/fqbl0001 



Attachment B to December 1, 1998 annual report of Nicotine Yield Rating Information submitted by 
Philip Morris Incorporated to the Massachusetts Department of Public Health 


Cigarette Nicotine Yield Rating Form 


1. Brand _ BRISTOL _Sub-Brand KING F SP 

2. Most Recent Nicotine Level Reported to the FTC _LO_ 

3. Calculated Nicotine Delivery Under Average Smoking Conditions _ 1.8 

4. Classification _ HIGH _ 

(> 1.2 milligrams:high; > 0.2-1.2:moderate; .01-0.2;low; < .Olrnicotine free) 


Page 87 of 168 


PM3000503195 


Source: https://www.industrydocuments.ucsf.edu/docs/fqbl0001 


Attachment B to December 1,1998 annual report of Nicotine Yield Rating Information submitted by 
Philip Morris Incorporated to the Massachusetts Department of Public Health 


Cigarette Nicotine Yield Rating Form 


1. Brand _ BRISTOL _Sub-Brand _ KING NF SP 

2. Most Recent Nicotine Level Reported to the FTC 1.7 _ 

3. Calculated Nicotine Delivery Under Average Smoking Conditions _ 3.0 

4. Classification _ HIGH 

(> 1.2 milligrams:high; > 0.2-1.2:moderate; ,01-0.2:low; < .01:nicotine free) 


Page 88 of 168 


PM3000503196 


Source: https://www.industrydocuments.ucsf.edu/docs/fqbl0001 



Attachment B to December 1, 1998 annual report of Nicotine Yield Rating Information submitted by 
Philip Morris Incorporated to the Massachusetts Department of Public Health 


Cigarette Nicotine Yield Rating Form 


1. Brand _ BUCKS _ Sub-Brand _ KING F SP 

2. Most Recent Nicotine Level Reported to the FTC 1.0 

3. Calculated Nicotine Delivery Under Average Smoking Conditions _ 1.8 

4. Classification _ HIGH _ 

(> 1.2 milligrams:high; > 0.2-1.2:moderate; .01-0.2:low; < .01:nicotine free) 


Page 89 of 168 


PM3000503197 


Source: https://www.industrydocuments.ucsf.edu/docs/fqbl0001 



Attachment B to December 1, 1998 annual report of Nicotine Yield Rating Information submitted by 
Philip Morris Incorporated to the Massachusetts Department of Public Health 


Cigarette Nicotine Yield Rating Form 


1. Brand _ BUCKS _ Sub-Brand _ KINGFSP LT 

2. Most Recent Nicotine Level Reported to the FTC 0.7 

3. Calculated Nicotine Delivery Under Average Smoking Conditions _ 1,4 

4. Classification _ HIGH _ 

(> 1.2 milligramsihigh; > 0.2-1.2:moderate; .01-0.2:low; < .01:nicotine free) 


Page 90 of 168 


PM3000503198 


Source: https://www.industrydocuments.ucsf.edu/docs/fqbl0001 



Attachment B to December 1, 1998 annual report of Nicotine Yield Rating Information submitted by 
Philip Morris Incorporated to the Massachusetts Department of Public Health 


Cigarette Nicotine Yield Rating Form 


1. Brand _ CAMBRIDGE _ Sub-Brand _ 100 F SP ULTRA LT 

2. Most Recent Nicotine Level Reported to the FTC 0.4 _ 

3. Calculated Nicotine Delivery Under Average Smoking Conditions _L0_ 

4. Classification _ MODERATE _ 

(> 1.2 milligrams:high; > 0.2-1.2:moderate; ,01-0.2:low; < .OLnicotine free) 


Page 91 of 168 


PM3000503199 


Source: https://www.industrydocuments.ucsf.edu/docs/fqbl0001 



Attachment B to December 1,1998 annual report of Nicotine Yield Rating Information submitted by 
Philip Morris Incorporated to the Massachusetts Department of Public Health 


Cigarette Nicotine Yield Rating Form 


1. Brand _ CAMBRIDGE _ Sub-Brand_ 100FSPLT 

2. Most Recent Nicotine Level Reported to the FTC 0.7 _ 

3. Calculated Nicotine Delivery Under Average Smoking Conditions _ 1.4 

4. Classification _ HIGH _ 

(> 1.2 milligrams:high; > 0.2-1.2:moderate; .01-0.2:low; < .01 rnicotine free) 


Page 92 of 168 


PM3000503200 


Source: https://www.industrydocuments.ucsf.edu/docs/fqbl0001 


Attachment B to December 1,1998 annual report of Nicotine Yield Rating Information submitted by 
Philip Morris Incorporated to the Massachusetts Department of Public Health 


Cigarette Nicotine Yield Rating Form 


1. Brand _ CAMBRIDGE _ Sub-Brand 100 F SP LT MEN 

2. Most Recent Nicotine Level Reported to the FTC _(h7_ 

3. Calculated Nicotine Delivery Under Average Smoking Conditions _ 1.4 

4. Classification HIGH 


(> 1.2 milligrams:high; > 0.2-1.2:moderate; .01-0.2:low; < ,01:nicotine free) 


Page 93 of 168 


PM3000503201 


Source: https://www.industrydocuments.ucsf.edu/docs/fqbl0001 



Attachment B to December 1, 1998 annual report of Nicotine Yield Rating Information submitted by 
Philip Morris Incorporated to the Massachusetts Department of Public Health 


Cigarette Nicotine Yield Rating Form 


1. Brand _ CAMBRIDGE _ Sub-Brand _ 100 F SP FF 

2. Most Recent Nicotine Level Reported to the FTC _LO_ 

3. Calculated Nicotine Delivery Under Average Smoking Conditions _ 1.8 

4. Classification HIGH 

(> 1.2 milligrams:high; > 0.2-1.2moderate; .01-0.2:low; < .01:nicotine free) 


Page 94 of 168 


PM3000503202 


Source: https://www.industrydocuments.ucsf.edu/docs/fqbl0001 


Attachment B to December 1, 1998 annual report of Nicotine Yield Rating Information submitted by 
Philip Morris Incorporated to the Massachusetts Department of Public Health 


Cigarette Nicotine Yield Rating Form 


1. Brand _ CAMBRIDGE Sub-Brand 100 FSP LOWEST 


2. Most Recent Nicotine Level Reported to the FTC _0.2 


3. Calculated Nicotine Delivery Under Average Smoking Conditions _0.7 


4. Classification MODERATE 


(> 1.2 milligrams:high; > 0.2-1.2:moderate; .01-0.2:low; < .Olrnicotine free) 
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PM3000503203 


Source: https://www.industrydocuments.ucsf.edu/docs/fqbl0001 



Attachment B to December 1, 1998 annual report of Nicotine Yield Rating Information submitted by 
Philip Morris Incorporated to the Massachusetts Department of Public Health 


Cigarette Nicotine Yield Rating Form 

1. Brand _ CAMBRIDGE _ Sub Brand _ KING F SP LT MEN 

2. Most Recent Nicotine Level Reported to the FTC _(L7_ 

3. Calculated Nicotine Delivery Under Average Smoking Conditions _ 1.4 

4. Classification _ HIGH _ 

(> 1.2 milligrams:high; > 0.2-1.2:moderate; .0I-0.2:low; < ,01:nicotine free) 


Page 96 of 168 


PM3000503204 


Source: https://www.industrydocuments.ucsf.edu/docs/fqbl0001 



Attachment B to December 1, 1998 annual report of Nicotine Yield Rating Information submitted by 
Philip Morris Incorporated to the Massachusetts Department of Public Health 


Cigarette Nicotine Yield Rating Form 


1. Brand _ CAMBRIDGE _ Sub-Brand _ KING F SP LOWEST 

2. Most Recent Nicotine Level Reported to the FTC _0L2_ 

3. Calculated Nicotine Delivery Under Average Smoking Conditions _(X7_ 

4. Classification _ MODERATE _ 

(> 1.2 milligramsrhigh; > 0.2-1.2:moderate; .01-0.2:low; < .Olmicotine free) 


Page 97 of 168 


PM3000503205 


Source: https://www.industrydocuments.ucsf.edu/docs/fqbl0001 


Attachment B to December 1, 1998 annual report of Nicotine Yield Rating Information submitted by 
Philip Morris Incorporated to the Massachusetts Department of Public Health 


Cigarette Nicotine Yield Rating Form 


1. Brand _ CAMBRIDGE _ Sub-Brand _ KING F SP LT 

2. Most Recent Nicotine Level Reported to the FTC 0.7 

3. Calculated Nicotine Delivery Under Average Smoking Conditions 1.4 

4. Classification __ HIGH _ 

(> 1.2 milligrams:high; > 0.2-1.2:moderate; .01-0.2:low; < .Olmicotine free) 


Page 98 of 168 


PM3000503206 


Source: https://www.industrydocuments.ucsf.edu/docs/fqbl0001 



Attachment B to December 1, 1998 annual report of Nicotine Yield Rating Information submitted by 
Philip Morris Incorporated to the Massachusetts Department of Public Health 


Cigarette Nicotine Yield Rating Form 


1. Brand _ CAMBRIDGE _ Sub-Brand _ KING F SP FF 

2. Most Recent Nicotine Level Reported to the FTC _(L9_ 

3. Calculated Nicotine Delivery Under Average Smoking Conditions _ 1.7 

4. Classification HIGH 

(> 1.2 milligramsrhigh; > 0.2~1.2:moderate; .01-0.2:low; < .01:nicotine free) 
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PM3000503207 


Source: https://www.industrydocuments.ucsf.edu/docs/fqbl0001 



Attachment B to December 1,1998 annual report of Nicotine Yield Rating Information submitted by 
Philip Morris Incorporated to the Massachusetts Department of Public Health 


Cigarette Nicotine Yield Rating Form 


1. Brand CANADIAN PLAYERS Sub-Brand_ REG F HP LT 25’S 

2. Most Recent Nicotine Level Reported to the FTC 1.1 _ 

3. Calculated Nicotine Delivery Under Average Smoking Conditions _ 2.0 

4. Classification HIGH 

(> 1.2 milligrams:high; > 0.2-1.2:moderate; .01-0.2:low; < .Olmicotine free) 
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PM3000503208 


Source: https://www.industrydocuments.ucsf.edu/docs/fqbl0001 



Attachment B to December 1,1998 annual report of Nicotine Yield Rating Information submitted by 
Philip Morris Incorporated to the Massachusetts Department of Public Health 


Cigarette Nicotine Yield Rating Form 


1. Brand CANADIAN PLAYERS Sub-Brand _ REG F HP 25’S 

2. Most Recent Nicotine Level Reported to the FTC 1.4 _ 

3. Calculated Nicotine Delivery Under Average Smoking Conditions 2.5 

4. Classification HIGH _ 

(> 1.2 milligramsrhigh; > 0.2-1.2:moderate; .01-0.2:low; < .01:nicotine free) 


Page 101 of 168 


PM3000503209 


Source: https://www.industrydocuments.ucsf.edu/docs/fqbl0001 



Attachment B to December 1,1998 annual report of Nicotine Yield Rating Information submitted by 
Philip Morris Incorporated to the Massachusetts Department of Public Health 



1. Brand _ COMMANDER _ Sub-Brand _ KING NF SP COMM 

2. Most Recent Nicotine Level Reported to the FTC 1.7 

3. Calculated Nicotine Delivery Under Average Smoking Conditions _34)_ 

4. Classification HIGH 

(> 1.2 milligrams:high; > 0.2-Immoderate; .01-0.2:low; < .01:nicotine free) 
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PM3000503210 


Source: https://www.industrydocuments.ucsf.edu/docs/fqbl0001 



Attachment B to December 1, 1998 annual report of Nicotine Yield Rating Information submitted by 
Philip Morris Incorporated to the Massachusetts Department of Public Health 


Cigarette Nicotine Yield Rating Form 


1. Brand _ COMMANDER _ Sub-Brand _ REG NF SP COMM 

2. Most Recent Nicotine Level Reported to the FTC 1.3 

3. Calculated Nicotine Delivery Under Average Smoking Conditions _ 2.3 

4. Classification HIGH 

(> 1.2 milligrams:high; > 0,2-1.2:moderate; ,01-0.2;low; < ,01:nicotine free) 
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PM3000503211 


Source: https://www.industrydocuments.ucsf.edu/docs/fqbl0001 



Attachment B to December 1,1998 annual report of Nicotine Yield Rating Information submitted by 
Philip Morris Incorporated to the Massachusetts Department of Public Health 

Cigarette Nicotine Yield Rating Form 

1. Brand _ ENGLISH OVAL _Sub-Brand _ KING NF HP 

2. Most Recent Nicotine Level Reported to the FTC 1.9 

3. Calculated Nicotine Delivery Under Average Smoking Conditions _X4_ 

4. Classification HIGH 

(> 1.2 milligrams;high; > 0.2-1.2:moderate; ,01-0.2:low; < .OLnicotine free) 
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PM3000503212 


Source: https://www.industrydocuments.ucsf.edu/docs/fqbl0001 



Attachment B to December 1,1998 annual report of Nicotine Yield Rating Information submitted by 
Philip Morris Incorporated to the Massachusetts Department of Public Health 


Cigarette Nicotine Yield Rating Form 


1. Brand _ GENCO _Sub-Brand _ 100 F HP 

2. Most Recent Nicotine Level Reported to the FTC* 1.0 

3. Calculated Nicotine Delivery Under Average Smoking Conditions _U8 

4. Classification _ HIGH _ 

(> 1.2 milligrams:high; > 0.2-1.2:moderate; .01-0.2:low; < .01:nicotine free) 


* From 1998 Philip Morris production assessment testing due to brand introduction occurring after 
the 1995 pick up of TITL Market Sample #38. The test results of Market Sample #38 were used by 
the Federal Trade Commission to generate the 1998 FTC report. 
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Source: https://www.industrydocuments.ucsf.edu/docs/fqbl0001 



Attachment B to December 1, 1998 annual report of Nicotine Yield Rating Information submitted by 
Philip Morris Incorporated to the Massachusetts Department of Public Health 


Cigarette Nicotine Yield Rating Form 

1. Brand _ GENCO _ Sub-Brand 100 F SP LT GENERIC 

2. Most Recent Nicotine Level Reported to the FTC 0.8 

3. Calculated Nicotine Delivery Under Average Smoking Conditions _L6_ 

4. Classification _ HIGH _ 

(> 1.2 milligrams;high; > 0.2-l,2:moderate; .01-0.2:low; < .01:nicotine free) 
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PM3000503214 


Source: https://www.industrydocuments.ucsf.edu/docs/fqbl0001 


Attachment B to December 1, 1998 annual report of Nicotine Yield Rating Information submitted by 
Philip Morris Incorporated to the Massachusetts Department of Public Health 


Cigarette Nicotine Yield Rating Form 

1. Brand _ GENCO _Sub-Brand_ 100 F SP GENERIC 

2. Most Recent Nicotine Level Reported to the FTC 1.0 

3. Calculated Nicotine Delivery Under Average Smoking Conditions 1.8 

4. Classification _ HIGH _ 

(> 1.2 milligrams:high; > 0.2-1.2:moderate; ,01-0.2;low; < .01:nicotine free) 
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PM3000503215 


Source: https://www.industrydocuments.ucsf.edu/docs/fqbl0001 


Attachment B to December 1,1998 annual report of Nicotine Yield Rating Information submitted by 
Philip Morris Incorporated to the Massachusetts Department of Public Health 

Cigarette Nicotine Yield Rating Form 

1. Brand _ GENCO _ Sub-Brand 100 F SP LT MEN GENERIC 

2. Most Recent Nicotine Level Reported to the FTC 0.7 

3. Calculated Nicotine Delivery Under Average Smoking Conditions _ L4_ 

4. Classification HIGH 

(> 1.2 milligrams:high; > 0.2-1.2:moderate; .01-0.2:low; < .01:nicotine free) 
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PM3000503216 


Source: https://www.industrydocuments.ucsf.edu/docs/fqbl0001 



Attachment B to December 1,1998 annual report of Nicotine Yield Rating Information submitted by 
Philip Morris Incorporated to the Massachusetts Department of Public Health 


Cigarette Nicotine Yield Rating Form 


1. Brand _ GENCO _ Sub-Brand 100 F SP ULTRA LT GENERIC 

2. Most Recent Nicotine Level Reported to the FTC 0.5 

3. Calculated Nicotine Delivery Under Average Smoking Conditions _Ll_ 

4. Classification _ MODERATE _ 

(> 1.2 milligrams:high; > 0.2-1.2:moderate; .01-0.2:Iow; < .01:nicotine free) 
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Source: https://www.industrydocuments.ucsf.edu/docs/fqbl0001 


Attachment B to December 1,1998 annual report of Nicotine Yield Rating Information submitted by 
Philip Morris Incorporated to the Massachusetts Department of Public Health 


Cigarette Nicotine Yield Rating Form 


1. Brand _ GENCO _ Sub-Brand 100 F SP FF MEN GENERIC 

2. Most Recent Nicotine Level Reported to the FTC 1.0 

3. Calculated Nicotine Delivery Under Average Smoking Conditions _L8_ 

4. Classification HIGH 

(> 1.2 milligrams:high; > 0,2-1.2:moderate; .01-0.2:low; < .01:nicotine free) 
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Source: https://www.industrydocuments.ucsf.edu/docs/fqbl0001 



Attachment B to December 1, 1998 annual report of Nicotine Yield Rating Information submitted by 
Philip Morris Incorporated to the Massachusetts Department of Public Health 


Cigarette Nicotine Yield Rating Form 


1. Brand _ GENCO _Sub-Brand _ KING F HP 

2. Most Recent Nicotine Level Reported to the FTC* _LO_ 

3. Calculated Nicotine Delivery Under Average Smoking Conditions _ 1.8 

4. Classification _ HIGH _ 

(> 1.2 milligrams:high; > 0.2-1.2:moderate; .01-0.2;low; < .01:nicotine free) 


* From 1998 Philip Morris production assessment testing due to brand introduction occurring after 
the 1995 pick up of TITL Market Sample #38. The test results of Market Sample #38 were used by 
the Federal Trade Commission to generate the 1998 FTC report. 
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Source: https://www.industrydocuments.ucsf.edu/docs/fqbl0001 


Attachment B to December 1,1998 annual report of Nicotine Yield Rating Information submitted by 
Philip Morris Incorporated to the Massachusetts Department of Public Health 


Cigarette Nicotine Yield Rating Form 


1. Brand _ GENCO _ Sub-Brand _ KING F HP LT 

2. Most Recent Nicotine Level Reported to the FTC* __(K7_ 

3. Calculated Nicotine Delivery Under Average Smoking Conditions _ 1.4 

4. Classification _ HIGH _ 

(> 1.2 milligrams:high; > 0.2-1.2:moderate; ,01-0.2:low; < .01 .‘nicotine free) 


* From 1998 Philip Morris production assessment testing due to brand introduction occurring after 
the 1995 pick up of TITL Market Sample #38. The test results of Market Sample #38 were used by 
the Federal Trade Commission to generate the 1998 FTC report. 
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PM3000503220 


Source: https://www.industrydocuments.ucsf.edu/docs/fqbl0001 



Attachment B to December 1, 1998 annual report of Nicotine Yield Rating Information submitted by 
Philip Morris Incorporated to the Massachusetts Department of Public Health 


Cigarette Nicotine Yield Rating Form 


1. Brand _ GENCO _Sub-Brand KING F SP LT MEN GENERIC 

2. Most Recent Nicotine Level Reported to the FTC 0.7 

3. Calculated Nicotine Delivery Under Average Smoking Conditions _L4_ 

4. Classification _ HIGH _ 

(> 1.2 milligrams:high; > 0.2-1.2:moderate; .01-0.2:low; < .01:nicotine free) 
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PM3000503221 


Source: https://www.industrydocuments.ucsf.edu/docs/fqbl0001 


Attachment B to December 1, 1998 annual report of Nicotine Yield Rating Information submitted by 
Philip Morris Incorporated to the Massachusetts Department of Public Health 



1. Brand _ GENCO _Sub-Brand KING F SP LT GENERIC 

2. Most Recent Nicotine Level Reported to the FTC 0.7 

3. Calculated Nicotine Delivery Under Average Smoking Conditions 1.4 

4. Classification _ HIGH _ 

(> 1.2 milligrams:high; > 0.2-1.2:moderate; .01-0.2:low; < .01:nicotine free) 
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PM3000503222 


Source: https://www.industrydocuments.ucsf.edu/docs/fqbl0001 



Attachment B to December 1, 1998 annual report of Nicotine Yield Rating Information submitted by 
Philip Morris Incorporated to the Massachusetts Department of Public Health 


Cigarette Nicotine Yield Rating Form 


1. Brand _ GENCO _Sub-Brand KING F SP GENERIC 

2. Most Recent Nicotine Level Reported to the FTC 1.0 

3. Calculated Nicotine Delivery Under Average Smoking Conditions _L8_ 

4. Classification HIGH 

(> 1.2 milligrams:high; > 0.2-1.2:moderate; .01-0.2;low; < .01:nicotine free) 
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PM3000503223 


Source: https://www.industrydocuments.ucsf.edu/docs/fqbl0001 


Attachment B to December 1,1998 annual report of Nicotine Yield Rating Information submitted by 
Philip Morris Incorporated to the Massachusetts Department of Public Health 


Cigarette Nicotine Yield Rating Form 


1. Brand _ GENCO _ Sub-Brand KING F SP FF MEN GENERIC 

2. Most Recent Nicotine Level Reported to the FTC 1.0 

3. Calculated Nicotine Delivery Under Average Smoking Conditions _L8_ 

4. Classification HIGH 

(> 1.2 milligrams:high; > 0.2-1.2:moderate; .01-0.2:low; < .01:nicotine free) 
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PM3000503224 


Source: https://www.industrydocuments.ucsf.edu/docs/fqbl0001 



Attachment B to December 1, 1998 annual report of Nicotine Yield Rating Information submitted by 
Philip Morris Incorporated to the Massachusetts Department of Public Health 


1 . 

2 . 

3. 

4. 


Cigarette Nicotine Yield Rating Form 


Brand _ GENCO _Sub-Brand KING F SP ULTRA LT GENERIC 

Most Recent Nicotine Level Reported to the FTC _(K5_ 


Calculated Nicotine Delivery Under Average Smoking Conditions _LI 

Classification MODERATE 


(> 1.2 milligrams:high; > 0.2-1.2:moderate; .01-0.2:low; < .01:nicotine free) 
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PM3000503225 


Source: https://www.industrydocuments.ucsf.edu/docs/fqbl0001 


Attachment B to December 1,1998 annual report of Nicotine Yield Rating Information submitted by 
Philip Morris Incorporated to the Massachusetts Department of Public Health 


Cigarette Nicotine Yield Rating Form 


1. Brand _ GENCO _Sub-Brand KING NF SP GENERIC 

2. Most Recent Nicotine Level Reported to the FTC 1.7 _ 

3. Calculated Nicotine Delivery Under Average Smoking Conditions _3 I 0_ 

4. Classification HIGH 

(> 1.2 milligrams:high; > 0.2-1.2moderate; .01-0.2:low; < .01:nicotine free) 
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PM3000503226 


Source: https://www.industrydocuments.ucsf.edu/docs/fqbl0001 



Attachment B to December 1, 1998 annual report of Nicotine Yield Rating Information submitted by 
Philip Morris Incorporated to the Massachusetts Department of Public Health 


Cigarette Nicotine Yield Rating Form 


1. Brand GPA (RENAMED SHIELD 5/95) Sub-Brand 100 F SP ULTRA LT GENERIC 

2. Most Recent Nicotine Level Reported to the FTC 0.5 __ 

3. Calculated Nicotine Delivery Under Average Smoking Conditions _ LI_ 

4. Classification MODERATE 

(> 1.2 milligramsrhigh; > 0.2-1.2:moderate; .01-0.2:low; < .01:nicotine free) 
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PM3000503227 


Source: https://www.industrydocuments.ucsf.edu/docs/fqbl0001 


Attachment B to December 1, 1998 annual report of Nicotine Yield Rating Information submitted by 
Philip Morris Incorporated to the Massachusetts Department of Public Health 


Cigarette Nicotine Yield Rating Form 


1. Brand GPA (RENAMED SHIELD 5/95) Sub-Brand 100 F SP FF MEN GENERIC 

2. Most Recent Nicotine Level Reported to the FTC 1.0 

3. Calculated Nicotine Delivery Under Average Smoking Conditions _L8_ 

4. Classification _ HIGH _ 

(> 1.2 milligrams:high; > 0.2-1.2:moderate; .01-0.2:low; < .01:nicotine free) 
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PM3000503228 


Source: https://www.industrydocuments.ucsf.edu/docs/fqbl0001 



Attachment B to December 1,1998 annual report of Nicotine Yield Rating Information submitted by 
Philip Morris Incorporated to the Massachusetts Department of Public Health 


Cigarette Nicotine Yield Ratine Form 


1. Brand GPA (RENAMED SHIELD 5/95) Sub-Brand_ 100 F SP GENERIC 

2. Most Recent Nicotine Level Reported to the FTC 1.0 

3. Calculated Nicotine Delivery Under Average Smoking Conditions _ 1.8 

4. Classification HIGH 

(> 1.2 milligramsrhigh; > 0.2-1.2:moderate; .01-0.2:low; < .01:nicotine free) 
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PM3000503229 


Source: https://www.industrydocuments.ucsf.edu/docs/fqbl0001 


Attachment B to December 1,1998 annual report of Nicotine Yield Rating Information submitted by 
Philip Morris Incorporated to the Massachusetts Department of Public Health 

Cigarette Nicotine Yield Rating Form 

1. Brand GPA (RENAMED SHIELD 5/95) Sub-Brand 100 F SP LT MEN GENERIC 

2. Most Recent Nicotine Level Reported to the FTC _ 0 & _ 

3. Calculated Nicotine Delivery Under Average Smoking Conditions 1.6 

4. Classification _ HIGH _ 

(> 1.2 milligrams:high; > 0.2-1.2moderate; .01-0.2:low; < .Obnicotine free) 


Page 122 of 168 


PM3000503230 


Source: https://www.industrydocuments.ucsf.edu/docs/fqbl0001 



Attachment B to December 1,1998 annual report of Nicotine Yield Rating Information submitted by 
Philip Morris Incorporated to the Massachusetts Department of Public Health 


Cigarette Nicotine Yield Rating Form 


1. Brand GPA (RENAMED SHIELD 5/95) Sub-Brand 100 F SP LT GENERIC 

2. Most Recent Nicotine Level Reported to the FTC 0.8 

3. Calculated Nicotine Delivery Under Average Smoking Conditions 1.6 

4. Classification _ HIGH _ 

O 1.2 milligramsihigh; > 0.2-1.2:moderate; .Ql-0.2:low; < .01:nicotine free) 
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PM3000503231 


Source: https://www.industrydocuments.ucsf.edu/docs/fqbl0001 



Attachment B to December 1,1998 annual report of Nicotine Yield Rating Information submitted by 
Philip Morris Incorporated to the Massachusetts Department of Public Health 


Cigarette Nicotine Yield Rating Form 


1. Brand GPA (RENAMED SHIELD 5/95) Sub-Brand KING F SP LT MEN GENERIC 

2. Most Recent Nicotine Level Reported to the FTC _<h8_ 

3. Calculated Nicotine Delivery Under Average Smoking Conditions _L6_ 

4. Classification _ HIGH _ 

(> 1,2 milligrams:high; > 0.2-1.2:moderate; ,01-0.2:low; < .Olmicotine free) 
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PM3000503232 


Source: https://www.industrydocuments.ucsf.edu/docs/fqbl0001 



Attachment B to December 1,1998 annual report of Nicotine Yield Rating Information submitted by 
Philip Morris Incorporated to the Massachusetts Department of Public Health 

Cigarette Nicotine Yield Rating Form 

L Brand GPA (RENAMED SHIELD 5/95) Sub-Brand KING F SP LT GENERIC 

2. Most Recent Nicotine Level Reported to the FTC 0.8 

3. Calculated Nicotine Delivery Under Average Smoking Conditions _L6_ 

4. Classification _ HIGH _ 

(> 1.2 milligrams:high; > 0.2-1.2:moderate; .01-0.2:low; < .Obnicotine free) 
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PM3000503233 


Source: https://www.industrydocuments.ucsf.edu/docs/fqbl0001 


Attachment B to December 1,1998 annual report of Nicotine Yield Rating Information submitted by 
Philip Morris Incorporated to the Massachusetts Department of Public Health 


Cigarette Nicotine Yield Rating Form 


1. Brand GPA (RENAMED SHIELD 5/95) Sub-Brand KING F SP ULTRA LT GENERIC 

2. Most Recent Nicotine Level Reported to the FTC _ (K5 _ 

3. Calculated Nicotine Delivery Under Average Smoking Conditions _LI_ 

4. Classification _ MODERATE _ 

(> 1,2 milligrams:high; > 0.2-1.2:moderate; ,01-0.2:low; < ,01:nicotine free) 
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PM3000503234 


Source: https://www.industrydocuments.ucsf.edu/docs/fqbl0001 


Attachment B to December 1,1998 annual report of Nicotine Yield Rating Information submitted by 
Philip Morris Incorporated to the Massachusetts Department of Public Health 


Cigarette Nicotine Yield Rating Form 

1. Brand GPA (RENAMED SHIELD 5A>5) Sub-Brand KING F SP GENERIC 

2. Most Recent Nicotine Level Reported to the FTC 1.0 

3. Calculated Nicotine Delivery Under Average Smoking Conditions 1.8 

4. Classification _ HIGH _ 

(> 1.2 milligramsihigh; > 0.2-1.2:moderate; .01-0.2:low; < .OLnicotine free) 
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PM3000503235 


Source: https://www.industrydocuments.ucsf.edu/docs/fqbl0001 



Attachment B to December 1, 1998 annual report of Nicotine Yield Rating Information submitted by 
Philip Morris Incorporated to the Massachusetts Department of Public Health 


Cigarette Nicotine Yield Rating Form 


1. Brand GPA (RENAMED SHIELD 5/95) Sub-Brand KING F SP FF MEN GENERIC 

2. Most Recent Nicotine Level Reported to the FTC 1.0 _ 

3. Calculated Nicotine Delivery Under Average Smoking Conditions 1.8 

4. Classification HIGH 

(> 1.2 milligramsihigh; > 0.2-1.2;moderate; .01-0.2:low; < .OLnicotine free) 
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PM3000503236 


Source: https://www.industrydocuments.ucsf.edu/docs/fqbl0001 



Attachment B to December 1, 1998 annual report of Nicotine Yield Rating Information submitted by 
Philip Moms Incorporated to the Massachusetts Department of Public Health 

Cigarette Nicotine Yield Ratine Form 

1. Brand GPA (RENAMED SHIELD 5/95) Sub Brand KING NF SP GENERIC 

2. Most Recent Nicotine Level Reported to the FTC _L6_ 

3. Calculated Nicotine Delivery Under Average Smoking Conditions 2.8 

4. Classification HIGH 

(> 1.2 milligrams:high; > 0.2-1.2;moderate; .01-0.2:low; < .OLnicotine free) 
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PM3000503237 


Source: https://www.industrydocuments.ucsf.edu/docs/fqbl0001 



Attachment B to December 1, 1998 annual report of Nicotine Yield Rating Information submitted by 
Philip Morris Incorporated to the Massachusetts Department of Public Health 


1 . 

2 . 

3. 

4. 


Cigarette Nicotine Yield Rating Form 


Brand _ MERIT _ Sub-Brand_ 100 F HP ULTIMA 

Most Recent Nicotine Level Reported to the FTC _0^_ 


Calculated Nicotine Delivery Under Average Smoking Conditions 0.7 

Classification MODERATE 


(> 1.2 milligrams:high; > 0.2-1.2:moderate; .01-0.2:low; < .Olmicotine free) 


Page 130 of 168 


PM3000503238 


Source: https://www.industrydocuments.ucsf.edu/docs/fqbl0001 



Attachment B to December 1, 1998 annual report of Nicotine Yield Rating Information submitted by 
Philip Morris Incorporated to the Massachusetts Department of Public Health 

Cigarette Nicotine Yield Rating Form 

1. Brand _ MERIT _ Sub-Brand_ 100 F HP ULTRA LT 

2. Most Recent Nicotine Level Reported to the FTC 0.5 

3. Calculated Nicotine Delivery Under Average Smoking Conditions 1.1 _ 

4. Classification __ MODERATE _ 

(> 1.2 milligramsrhigh; > 0.2-1.2:moderate; .01-0.2:low; < .01:nicotine free) 


Page 131 of 168 


PM3000503239 


Source: https://www.industrydocuments.ucsf.edu/docs/fqbl0001 



Attachment B to December 1, 1998 annual report of Nicotine Yield Rating Information submitted by 
Philip Morris Incorporated to the Massachusetts Department of Public Health 


Cigarette Nicotine Yield Rating Form 


1. Brand _ MERIT _Sub-Brand _ 100 F SP MEN 

2. Most Recent Nicotine Level Reported to the FTC 0.7 

3. Calculated Nicotine Delivery Under Average Smoking Conditions _ 1,4 

4. Classification _ HIGH _ 

(> 1.2 milligrams:high; > 0.2-1.2:moderate; .01-0.2:low; < .OLnicotine free) 
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PM3000503240 


Source: https://www.industrydocuments.ucsf.edu/docs/fqbl0001 



Attachment B to December 1,1998 annual report of Nicotine Yield Rating Information submitted by 
Philip Morris Incorporated to the Massachusetts Department of Public Health 

Cigarette Nicotine Yield Rating Form 

1. Brand _ MERIT _ Sub-Brand 100 F SP ULTRA LT MEN 

2. Most Recent Nicotine Level Reported to the FTC 0.5 

3. Calculated Nicotine Delivery Under Average Smoking Conditions 1.1 

4. Classification _ MODERATE _ 

(> 1.2 milligrams:high; > 0,2-1.2:moderate; .01-0.2:low; < ,01:nicotine free) 
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PM3000503241 


Source: https://www.industrydocuments.ucsf.edu/docs/fqbl0001 



Attachment B to December 1, 1998 annual report of Nicotine Yield Rating Information submitted by 
Philip Morris Incorporated to the Massachusetts Department of Public Health 


Cigarette Nicotine Yield Rating Form 


1. Brand _ MERIT _ Sub-Brand KING F HP ULTRA LT 

2. Most Recent Nicotine Level Reported to the FTC 0.4 

3. Calculated Nicotine Delivery Under Average Smoking Conditions _L0_ 

4. Classification _ MODERATE _ 

(> 1.2 milligrams:high; > 0.2-1.2:moderate; .01-0.2:low; < .Olrnicotine free) 
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PM3000503242 


Source: https://www.industrydocuments.ucsf.edu/docs/fqbl0001 



Attachment B to December 1,1998 annual report of Nicotine Yield Rating Information submitted by 
Philip Morris Incorporated to the Massachusetts Department of Public Health 

Cigarette Nicotine Yield Rating Form 

1. Brand _ MERIT _Sub-Brand _ KING F HP _ 

2. Most Recent Nicotine Level Reported to the FTC 0.6 _ 

3. Calculated Nicotine Delivery Under Average Smoking Conditions _L3_ 

4. Classification _ HIGH _ 

(> 1.2 milligrams:high; > 0.2-1.2:moderate; ,01-0.2;low; < .Olmicotine free) 
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PM3000503243 


Source: https://www.industrydocuments.ucsf.edu/docs/fqbl0001 



Attachment B to December 1, 2998 annual report of Nicotine Yield Rating Information submitted by 
Philip Morris Incorporated to the Massachusetts Department of Public Health 


Cigarette Nicotine Yield Rating Form 


1. Brand _ MERIT _ Sub-Brand_ KING F HP ULTIMA 

2. Most Recent Nicotine Level Reported to the FTC 0.1 _ 

3. Calculated Nicotine Delivery Under Average Smoking Conditions _(h6_ 

4. Classification _ MODERATE _ 

(> 1.2 milligrams:high; > 0.2-1.2:moderate; .01-0.2:low; < .01:nicotine free) 
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PM3000503244 


Source: https://www.industrydocuments.ucsf.edu/docs/fqbl0001 


Attachment B to December 1,1998 annual report of Nicotine Yield Rating Information submitted by 
Philip Morris Incorporated to the Massachusetts Department of Public Health 


Cigarette Nicotine Yield Rating Form 


1. Brand _ MERIT _ Sub-Brand _ KING F SP 

2. Most Recent Nicotine Level Reported to the FTC 0.6 

3. Calculated Nicotine Delivery Under Average Smoking Conditions _ 1.3 

4. Classification HIGH 

(> 1.2 milligrams:high; > 0.2-1.2:moderate; .01-0.2:low; < .Olmicotine free) 
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PM3000503245 


Source: https://www.industrydocuments.ucsf.edu/docs/fqbl0001 



Attachment B to December 1, 1998 annual report of Nicotine Yield Rating Information submitted by 
Philip Morris Incorporated to the Massachusetts Department of Public Health 

Cigarette Nicotine Yield Rating Form 

1. Brand _ MERIT _Sub-Brand KING F SP ULTRA LT MEN 

2. Most Recent Nicotine Level Reported to the FTC 0.4 

3. Calculated Nicotine Delivery Under Average Smoking Conditions 1.0 

4. Classification _ MODERATE _ 

(> 1.2 milligramsihigh; > 0.2-1.2:moderate; .01-0.2:low; < ,01;nicotine free) 
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PM3000503246 


Source: https://www.industrydocuments.ucsf.edu/docs/fqbl0001 


Attachment B to December 1, 1998 annual report of Nicotine Yield Rating Information submitted by 
Philip Morris Incorporated to the Massachusetts Department of Public Health 


Cigarette Nicotine Yield Rating Form 


1. Brand _ MERIT _ Sub-Brand KING F SP ULTRA LT 

2. Most Recent Nicotine Level Reported to the FTC 0.4 _ 

3. Calculated Nicotine Delivery Under Average Smoking Conditions _L0_ 

4. Classification _ MODERATE _ 

(> 1.2 milligrams:high; > 0.2-1.2;moderate; .01-0.2:low; < ,01:nicotine free) 
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PM3000503247 


Source: https://www.industrydocuments.ucsf.edu/docs/fqbl0001 



Attachment B to December 1,1998 annual report of Nicotine Yield Rating Information submitted by 
Philip Morris Incorporated to the Massachusetts Department of Public Health 


Cigarette Nicotine Yield Rating Form 

1. Brand _ MERIT _ Sub-Brand _ KING F SP ULTIMA 

2. Most Recent Nicotine Level Reported to the FTC _0J[_ 

3. Calculated Nicotine Delivery Under Average Smoking Conditions 0.6 

4. Classification _ MODERATE _ 

(> 1.2 milligrams:high; > 0.2-1.2:moderate; .01-0.2:low; < .Olmicotine free) 
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PM3000503248 


Source: https://www.industrydocuments.ucsf.edu/docs/fqbl0001 


Attachment B to December 1, 1998 annual report of Nicotine Yield Rating Information submitted by 
Philip Morris Incorporated to the Massachusetts Department of Public Health 


Cigarette Nicotine Yield Rating Form 


1. Brand _ MERIT _ Sub-Brand _ KING F SP MEN 

2. Most Recent Nicotine Level Reported to the FTC 0.6 _ 

3. Calculated Nicotine Delivery Under Average Smoking Conditions _ 1.3 

4. Classification _ HIGH _ 

(> 1.2 milligrams:high; > 0.2-1.2:moderate; .01-0.2:low; < .Olmicotine free) 
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Source: https://www.industrydocuments.ucsf.edu/docs/fqbl0001 



Attachment B to December 1,1998 annual report of Nicotine Yield Rating Information submitted by 
Philip Morris Incorporated to the Massachusetts Department of Public Health 

Cigarette Nicotine Yield Rating Form 

1. Brand _ PARLIAMENT _ Sub Brand _ 100 F HP LT MEN 

2. Most Recent Nicotine Level Reported to the FTC* 1.0 

3. Calculated Nicotine Delivery Under Average Smoking Conditions _L8_ 

4. Classification HIGH 

(> 1.2 milligrams:high; > 0.2-1.2:moderate; .01-0.2:low; < .01:nicotine free) 


* From 1998 Philip Morris production assessment testing due to brand introduction occurring after 
the 1995 pick up of TITL Market Sample #38. The test results of Market Sample #38 were used by 
the Federal Trade Commission to generate the 1998 FTC report 
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PM3000503250 


Source: https://www.industrydocuments.ucsf.edu/docs/fqbl0001 


Attachment B to December 1, 1998 annual report of Nicotine Yield Rating Information submitted by 
Philip Morris Incorporated to the Massachusetts Department of Public Health 


Cigarette Nicotine Yield Rating Form 


1. Brand _ PARLIAMENT _ Sub-Brand _ 100 F SP LT 

2. Most Recent Nicotine Level Reported to the FTC _(h9_ 

3. Calculated Nicotine Delivery Under Average Smoking Conditions _ 1.7 

4. Classification _ HIGH _ 

(> 1.2 milligrams:high; > 0.2-1.2:moderate; .01-0.2:low; < .01:nicotine free) 
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PM3000503251 


Source: https://www.industrydocuments.ucsf.edu/docs/fqbl0001 



Attachment B to December 1, 1998 annual report of Nicotine Yield Rating Information submitted by 
Philip Morris Incorporated to the Massachusetts Department of Public Health 


Cigarette Nicotine Yield Rating Form 


1. Brand _ PARLIAMENT _Sub-Brand_ KING F HP LT MEN 

2. Most Recent Nicotine Level Reported to the FTC*_ 0.8 _ 

3. Calculated Nicotine Delivery Under Average Smoking Conditions _L6_ 

4. Classification HIGH _ 

(> 1.2 milligrams:high; > 0.2-1.2:moderate; .01-0.2:low; < .01:nicotine free) 


* From 1998 Philip Morris production assessment testing due to brand introduction occurring after 
the 1995 pick up of TITL Market Sample #38. The test results of Market Sample #38 were used by 
the Federal Trade Commission to generate the 1998 FTC report 
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PM3000503252 


Source: https://www.industrydocuments.ucsf.edu/docs/fqbl0001 



Attachment B to December 1, 1998 annual report of Nicotine Yield Rating Information submitted by 
Philip Morris Incorporated to the Massachusetts Department of Public Health 


Cigarette Nicotine Yield Rating Form 


1. Brand _ PARLIAMENT _ Sub-Brand _ KING F SP LT 

2. Most Recent Nicotine Level Reported to the FTC 0.7 

3. Calculated Nicotine Delivery Under Average Smoking Conditions _ 1.4 

4. Classification _ HIGH _ 

(> 1.2 milligrams:high; > 0.2-1.2;moderate; ,01-0.2:low; < ,01:nicotine free) 


Page 145 of 168 


PM3000503253 


Source: https://www.industrydocuments.ucsf.edu/docs/fqbl0001 



Attachment B to December 1,1998 annual report of Nicotine Yield Rating Information submitted by 
Philip Morris Incorporated to the Massachusetts Department of Public Health 


Cigarette Nicotine Yield Rating Form 


1. Brand _ PLAYERS _Sub-Brand_ 100 F HP MEN 

2. Most Recent Nicotine Level Reported to the FTC _(K9_ 

3. Calculated Nicotine Delivery Under Average Smoking Conditions _ 1.7 

4. Classification _ HIGH _ 

(> 1.2 milligrams:high; > 0.2-1.2:moderate; .01-0.2:low; < .01:nicotine free) 
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PM3000503254 


Source: https://www.industrydocuments.ucsf.edu/docs/fqbl0001 



Attachment B to December 1,1998 annual report of Nicotine Yield Rating Information submitted by 
Philip Morris Incorporated to the Massachusetts Department of Public Health 


Cigarette Nicotine Yield Rating Form 


1. Brand _ PLAYERS _Sub-Brand_ 100 F HP 

2. Most Recent Nicotine Level Reported to the FTC 1,0 

3. Calculated Nicotine Delivery Under Average Smoking Conditions _L8 

4. Classification HIGH 

(> 1.2 milligrams:high; > 0.2-1.2:moderate; .01-0.2:low; < ,01:nicotine tree) 
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PM3000503255 


Source: https://www.industrydocuments.ucsf.edu/docs/fqbl0001 



Attachment B to December 1, 1998 annual report of Nicotine Yield Rating Information submitted by 
Philip Morris Incorporated to the Massachusetts Department of Public Health 


Cigarette Nicotine Yield Rating Form 


1. Brand _ PLAYERS _Sub-Brand_ 100 F SP LT 

2. Most Recent Nicotine Level Reported to the PTC 0.7 _ 

3. Calculated Nicotine Deliver)' Under Average Smoking Conditions _ 1.4 

4. Classification _ HIGH _ 

(> 1.2 milligrams:high; > 0.2-1.2:moderate; .01-0.2:low; < .Ohnicotine free) 
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PM3000503256 


Source: https://www.industrydocuments.ucsf.edu/docs/fqbl0001 



Attachment B to December 1, 1998 annual report of Nicotine Yield Rating Information submitted by 
Philip Morris Incorporated to the Massachusetts Department of Public Health 


Cigarette Nicotine Yield Rating Form 


1. Brand _ PLAYERS _ Sub-Brand _ 100 F SP LT MEN 

2. Most Recent Nicotine Level Reported to the FTC 0.7 

3. Calculated Nicotine Delivery Under Average Smoking Conditions _ 1,4 

4. Classification HIGH _ 

(> 1.2 milligrams:high; > 0.2-1.2:moderate; .01-0.2:low; < ,01:nicotine free) 
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PM3000503257 


Source: https://www.industrydocuments.ucsf.edu/docs/fqbl0001 


Attachment B to December 1,1998 annual report of Nicotine Yield Rating Information submitted by 
Philip Morris Incorporated to the Massachusetts Department of Public Health 


Cigarette Nicotine Yield Rating Form 


1. Brand _ PLAYERS _ Sub-Brand_ KING F HP MEN 

2. Most Recent Nicotine Level Reported to the FTC 0.8 _ 

3. Calculated Nicotine Delivery Under Average Smoking Conditions _ 1,6 

4. Classification HIGH 

(> 1.2 milligrams:high; > 0.2-1.2:moderate; .01-0.2:low; < .Olmicotine free) 
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PM3000503258 


Source: https://www.industrydocuments.ucsf.edu/docs/fqbl0001 



Attachment B to December 1, 1998 annual report of Nicotine Yield Rating Information submitted by 
Philip Morris Incorporated to the Massachusetts Department of Public Health 


Cigarette Nicotine Yield Rating Form 


1. Brand _ PLAYERS _ Sub-Brand_ KING F HP 

2. Most Recent Nicotine Level Reported to the FTC _JL8_ 

3. Calculated Nicotine Delivery Under Average Smoking Conditions _ 1.6 

4. Classification _ HIGH 

(> 1.2 milligramsrhigh; > 0.2-1.2:moderate; .01-0.2:low; < .01 :nicotine free) 
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PM3000503259 


Source: https://www.industrydocuments.ucsf.edu/docs/fqbl0001 



Attachment B to December 1, 1998 annual report of Nicotine Yield Rating Information submitted by 
Philip Morris Incorporated to the Massachusetts Department of Public Health 

Cigarette Nicotine Yield Rating Form 

1. Brand _ PLAYERS _ Sub-Brand _ KING F SP LT MEN 

2. Most Recent Nicotine Level Reported to the FTC 0.7 

3. Calculated Nicotine Delivery Under Average Smoking Conditions 1.4 

4. Classification HIGH 

(> 1.2 milligrams:high; > 0.2-1.2:moderate; .01-0.2:low; < .01:nicotine free) 
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PM3000503260 


Source: https://www.industrydocuments.ucsf.edu/docs/fqbl0001 



Attachment B to December l, 1998 annual report of Nicotine Yield Rating Information submitted by 
Philip Morris Incorporated to the Massachusetts Department of Public Health 


Cigarette Nicotine Yield Rating Form 


1. Brand _ PLAYERS _Sub-Brand _ KING F SP LT 

2. Most Recent Nicotine Level Reported to the FTC _ 0.7 

3. Calculated Nicotine Delivery Under Average Smoking Conditions _ 1.4 

4. Classification HIGH 

(> 1.2 milligrams:high; > 0.2-1.2:moderate; .01-0.2:low; < .Olinicotine free) 
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PM3000503261 


Source: https://www.industrydocuments.ucsf.edu/docs/fqbl0001 



Attachment B to December 1,1998 annual report of Nicotine Yield Rating Information submitted by 
Philip Morris Incorporated to the Massachusetts Department of Public Health 


Cigarette Nicotine Yield Rating Form 


1. Brand _ PLAYERS _Sub-Brand _ REGNFHP 

2. Most Recent Nicotine Level Reported to the FTC _L6_ 

3. Calculated Nicotine Delivery Under Average Smoking Conditions _ 2.8 

4. Classification HIGH 

(> 1.2 milligrams:high; > 0.2-1.2:moderate; .01-0.2:low; < .01:nicotine free) 
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PM3000503262 


Source: https://www.industrydocuments.ucsf.edu/docs/fqbl0001 



Attachment B to December 1, 1998 annual report of Nicotine Yield Rating Information submitted by 
Philip Morris Incorporated to the Massachusetts Department of Public Health 


Cigarette Nicotine Yield Rating Form 

1. Brand _ ROTHMANS _Sub-Brand_ KING F HP 25>S 

2. Most Recent Nicotine Level Reported to the FTC 1.2 

3. Calculated Nicotine Delivery Under Average Smoking Conditions 2.2 

4. Classification _ HIGH _ 

(> 1.2 milligrams:high; > 0.2-1.2:moderate; .01-0.2:low; < .Olmicotine free) 
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PM3000503263 


Source: https://www.industrydocuments.ucsf.edu/docs/fqbl0001 



Attachment B to December 1,1998 annual report of Nicotine Yield Rating Information submitted by 
Philip Morris Incorporated to the Massachusetts Department of Public Health 


Cigarette Nicotine Yield Rating Form 


1. Brand _ ROTHMANS _ Sub-Brand _ KING F HP 

2. Most Recent Nicotine Level Reported to the FTC_ 13 _ 

3. Calculated Nicotine Delivery Under Average Smoking Conditions _ 2,3 

4. Classification _ HIGH _ 

(> 1.2 milligrams:high; > 0.2-1.2:moderate; ,01-0.2:low; < .01:nicotine free) 
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PM3000503264 


Source: https://www.industrydocuments.ucsf.edu/docs/fqbl0001 


Attachment B to December 1, 1998 annual report of Nicotine Yield Rating Information submitted by 
Philip Moms Incoiporated to the Massachusetts Department of Public Health 

Cigarette Nicotine Yield Rating Form 

1. Brand _ ROTHMANS _ Sub-Brand KING F HP SPE MILD 25’S 

2. Most Recent Nicotine Level Reported to the FTC _ 1.1 

3. Calculated Nicotine Delivery Under Average Smoking Conditions _ZO_ 

4. Classification HIGH 

(> 1.2 milligrams:high; > 0.2-1.2;moderate; .01-0.2:low; < .01:nicotine free) 
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PM3000503265 


Source: https://www.industrydocuments.ucsf.edu/docs/fqbl0001 



Attachment B to December 1, 1998 annual report of Nicotine Yield Rating Information submitted by 
Philip Morris Incorporated to the Massachusetts Department of Public Health 


Cigarette Nicotine Yield Rating Form 


1. Brand _ ROTHMANS _Sub-Brand KING F HP SPE MILD 

2. Most Recent Nicotine Level Reported to the FTC _ L2_ 

3. Calculated Nicotine Delivery Under Average Smoking Conditions _ 22 _ 

4. Classification _ HIGH _ 

(> 1.2 milligrams:high; > 0.2-1.2:moderate; ,01-0.2:low; < .Olinicotine free) 
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PM3000503266 


Source: https://www.industrydocuments.ucsf.edu/docs/fqbl0001 



Attachment B to December 1, 1998 annual report of Nicotine Yield Rating Information submitted by 
Philip Morris Incorporated to the Massachusetts Department of Public Health 


Cigarette Nicotine Yield Rating Form 


1. Brand _ SARATOGA _ Sub-Brand _ 120 F HP 

2. Most Recent Nicotine Level Reported to the FTC 1.1 


3. Calculated Nicotine Delivery Under Average Smoking Conditions _2.0 


4. Classification HIGH 


(> 1.2 milligramsrhigh; > 0.2-1.2:moderate; .01-0.2:low; < .01:nicotine free) 
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PM3000503267 


Source: https://www.industrydocuments.ucsf.edu/docs/fqbl0001 



Attachment B to December 1, 1998 annual report of Nicotine Yield Rating Information submitted by 
Philip Morris Incorporated to the Massachusetts Department of Public Health 


Cigarette Nicotine Yield Rating Form 


1. Brand _ SARATOGA _ Sub-Brand _ 120 F HP MEN 

2. Most Recent Nicotine Level Reported to the FTC 1.1 

3. Calculated Nicotine Delivery Under Average Smoking Conditions 2.0 

4. Classification HIGH 

(> 1.2 milligramsrhigh; > 0.2-1.2:moderate; .01-0.2:low; < ,01:nicotine free) 
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PM3000503268 


Source: https://www.industrydocuments.ucsf.edu/docs/fqbl0001 



Attachment B to December 1,1998 annual report of Nicotine Yield Rating Information submitted by 
Philip Morris Incorporated to the Massachusetts Department of Public Health 


Cigarette Nicotine Yield Rating Form 


1. Brand _ VIRGINIA SLIMS _Sub-Brand_ 100 F HP SUP SLIM 

2. Most Recent Nicotine Level Reported to the FTC _0^_ 

3. Calculated Nicotine Delivery Under Average Smoking Conditions _LI_ 

4. Classification _ MODERATE _ 

(> 1.2 milligrams;high; > 0.2-1.2:moderate; .01-0.2;low; < .OLnicotine free) 
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PM3000503269 


Source: https://www.industrydocuments.ucsf.edu/docs/fqbl0001 



Attachment B to December 1,1998 annual report of Nicotine Yield Rating Information submitted by 
Philip Morris Incorporated to the Massachusetts Department of Public Health 


Cigarette Nicotine Yield Rating Form 


1. Brand _ VIRGINIA SLIMS _Sub-Brand 100 F HP LT MEN SLIM 

2. Most Recent Nicotine Level Reported to the FTC _(h6_ 

3. Calculated Nicotine Delivery Under Average Smoking Conditions _L3_ 

4. Classification HIGH 

(> 1.2 milligrams:high; > 0.2-1.2:moderate; .01-0.2:low; < ,01:nicotine free) 
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PM3000503270 


Source: https://www.industrydocuments.ucsf.edu/docs/fqbl0001 



Attachment B to December 1, 1998 annual report of Nicotine Yield Rating Information submitted by 
Philip Morris Incorporated to the Massachusetts Department of Public Health 


Cigarette Nicotine Yield Rating Form 


1. Brand _ VIRGINIA SLIMS _ Sub-Brand 100 F HP ULTRA LT MEN SLIM 

2. Most Recent Nicotine Level Reported to the FTC 0,5 _ 

3. Calculated Nicotine Delivery Under Average Smoking Conditions _LI_ 

4. Classification _ MODERATE _ 

(> 1.2 milligrams:high; > 0.2-1.2:moderate; .01-0.2:low; < ,01:nicotine free) 
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PM3000503271 


Source: https://www.industrydocuments.ucsf.edu/docs/fqbl0001 



Attachment B to December 1, 1998 annual report of Nicotine Yield Rating Information submitted by 
Philip Morris Incorporated to the Massachusetts Department of Public Health 


Cigarette Nicotine Yield Rating Form 


1. Brand _ VIRGINIA SLIMS _Sub-Brand 100 F HP MEN SUP SLIM 

2. Most Recent Nicotine Level Reported to the FTC 0.5 _ 

3. Calculated Nicotine Delivery Under Average Smoking Conditions 1.1 

4. Classification _ MODERATE _ 

(> 1.2 milligrams:high; > 0.2-1.2:moderate; .01-0.2:low; < .01:nicotine free) 
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PM3000503272 


Source: https://www.industrydocuments.ucsf.edu/docs/fqbl0001 



Attachment B to December 1,1998 annual report of Nicotine Yield Rating Information submitted by 
Philip Morris Incorporated to the Massachusetts Department of Public Health 


Cigarette Nicotine Yield Rating Form 


1. Brand _ VIRGINIA SLIMS _ Sub-Brand_ 100 F SP MEN SLIM 

2. Most Recent Nicotine Level Reported to the FTC LI _ 

3. Calculated Nicotine Delivery Under Average Smoking Conditions _ 2.0 

4. Classification _ HIGH _ 

(> 1.2 milligrams:high; > 0.2-1.2:moderate; .01-0.2:low; < .01:nicotine free) 
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PM3000503273 


Source: https://www.industrydocuments.ucsf.edu/docs/fqbl0001 



Attachment B to December 1, 1998 annual report of Nicotine Yield Rating Information submitted by 
Philip Morris Incorporated to the Massachusetts Department of Public Health 


Cigarette Nicotine Yield Rating Form 


1. Brand _ VIRGINIA SLIMS _ Sub-Brand 120 F HP LT MEN SLIM 

2. Most Recent Nicotine Level Reported to the FTC _L0_ 

3. Calculated Nicotine Delivery Under Average Smoking Conditions 1.8 

4. Classification _ HIGH _ 

(> 1.2 milligrams;high; > 0.2-1.2:moderate; .01-0.2:low; < .01:nicotine free) 
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PM3000503274 


Source: https://www.industrydocuments.ucsf.edu/docs/fqbl0001 



Attachment B to December 1, 1998 annual report of Nicotine Yield Rating Information submitted by 
Philip Morris Incorporated to the Massachusetts Department of Public Health 

Cigarette Nicotine Yield Rating Form 

1. Brand _ VIRGINIA SLIMS _Sub-Brand _ 120 F HP LT SLIM 

2. Most Recent Nicotine Level Reported to the FTC 1.1 

3. Calculated Nicotine Delivery Under Average Smoking Conditions 2.0 

4. Classification _ HIGH _ 

(> 1.2 milligrams:high; > 0.2-1.2:moderate; .01-0,2;low; < .Olmicotine free) 
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PM3000503275 


Source: https://www.industrydocuments.ucsf.edu/docs/fqbl0001 


Attachment B to December 1,1998 annual report of Nicotine Yield Rating Information submitted 
by Philip Morris Incorporated to the Massachusetts Department of Public Health 

Cigarette Nicotine Yield Rating Form 

1. Brand _ VISTA _Sub-Brand_ KING F SP LT 

2. Most Recent Nicotine Level Reported to the FTC 0.8 

3. Calculated Nicotine Delivery Under Average Smoking Conditions _L6_ 

4. Classification _ HIGH _ 

(> 1.2 milligramsihigh; > 0.2-1.2:moderate; .01-0.2:low; < .Olrnicotinc free) 
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PM3000503276 


Source: https://www.industrydocuments.ucsf.edu/docs/fqbl0001 



